TBE TRIBUNE LEADS IN CIRCULATION, BUT FT IS AFTE1 


t 
IT SS 
*S WHY ITS "GETTING BETTER ALL TBE TIME" 


THE WEATHER 


Fair 
and 
continued 


warm tonignt and-' 


Tuesday 


The Tribune i* the pa-' 
per the public can - 
depend on for a 
fair statement of -,..-, 


the news 
.£§' 
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TAFT SHOULD 


WRITES LETTER TO OLD FRIEND 


IN MONTANA 


SAYS CHANGE IS DANGEROUS 


ACTION; SHOWS HE 
REALIZES 


TAFT'S WEAKNESS 


ENDORSEMENT NOT BINDING 


PRESENT POLICIES SHOULD BE j ROOSEVELT 
CANNOT 
FORCE 


CONTINUED ON SAME LINES 


NOMINEE IS THE RIGHT MAN 


TAP"!' TO OBEY HIM 


PUBLSG OPINION DIFFERENT 


Candidate Has the Qualifications to Nebraskan 
Says Laboring 
People 


Serve.AH, Rich and Poor, Big 


and Small 
. 


NEWYORK, Sept. ,14.—President 


Have a Right to Draw Own Con- 


clusions from the Pacts 


HIS BITTER FOES 


BEAT 


NEW YORK "ALLIES" HAVE'NOT 


PICKED CANDIDATES 


CONVENTION 
IS 
ON 
TODAY 


BOOT AVOIDS STATE MATTERS 


FOR NATIONAL IN SPEECH 


GOVERNOR SEEMS TO BE SAFE 


I Majority Against Him Could Snow 


Him Under, but lacks .Unity 


and Courage 


BALTIMORE, Md., •• Sept. 
14.- 


Roosevelt made public a letter he'Witu a copy of Roosevelt's-declara- 
had written to Conrad 
Kohrs of Ition that .Taft and not-he was en- 


Helena, Mont., stating .why, in. his i titled to ,sit in the presidential chair 
opinion, Taft 
should 
be 
elected 'after March 4 next; Bryan reached 


president. Mr. .Kphrs is an'old-time !tere today in a pleased frame .of 
cattleman and 
has 
been a . close jniind. He considered that the action 


friend of Mr. Roosevelt for more! ot the president was a real "confes- 
than twenty years.'' Mr'. Kohr's letter I sion o£ weakness" and • meant that 
was called forth' 'by' '•' Mr. 
Bryan's] there is doubt in the -minds of the 


statement that he (Mr. Bryan) was> republican leaders that Bryan was as 
the president's heir a'n'd natural sue- badly defeated as ;they-would .have 
cessor. 


President Roosevelt's' letter fol- 


lows: 


-OYSTER' BAT; . N.: r.;. sept. 9, 


190S.—My Dear Mr.' Kohrs: I have 


the people believe. 


Bryan was met.by a-committee of 


leading democrats, ..and-escorted to 
the hotel, Belvldere, where -he.'.rested': 
At noon he went to AnnapolilS1 to de- 


r-eceived your' letter' about 'the can-I liver a speech.''Toiiight he will speak 
didaey of "Mr; Taft; 'the' man who I 
feel is in an 'especial 'sense the rep- 
resentative ' of all that m which I 
most, believe' In'political life. 


'•Every good' citizen should desire 


to see both' prosperity and justice, 
prosperity, and fair and' righteous 


a't Fifth- 'Regiment armory. 


After reading, the Roosevelt letter, 


Bryan made the .statement: "It was 
to be expected that Roosevelt would 
come to the support of Taft: 
He 


could hardly :do less in' view of the 
fact that he selected him as,the ad- 
dealing as between"*;maif .and '"'-man; j ministration'ccfttd'lrfate and. supported 
obtain'perma'nently in this great re- j him' with all 'the influence the a-dmin- 
public. 
As a people we are justly i jstration could bring to bear. How- 


proud 
of our business industry, of j ever, Taft is alive and able to speak, 


our energy and intelligence in 
ourifor himself and it is hardly necessary 


work; and it is entirejy right that for Roosevelt to tell us what Taft 
we should ask? ourselves as to . any 
given.course of conduct, 'Will it be 
profitable?' But it is alpo no less em- 
phatically .true that the bulk of the 
people, the plain people who found 


believes, or what he w411 do. 


"It is -not sufficient: for the presi- 


dent to say that Taft is.a friend of 
labor. That is a subject upon which 


Owing to a delay in shipping, til 3 first of the ponies and carriages to be gjven away in The Tribune's 


great voting contest will not arrive in La Crosse until tomorrow (Tuesday). The following telegram was re- 
ceived at The Tribune oftice Sunday: "Pony shipped Monday via American Express." The ponies come from 
the celebrated Riverside farm, in Michigan. The above picture shows how the prize outfits appear. 


LACROSSE SECURES 
25,319 ATTENDANCE 


BOOSTER AND ELLIOTT. DAYS DHX 


THE TRICK 


FREEPORT ONLY ONE BEHIND 


Rockford 
Sends 
Out- Report That 


League Was Financial Failure, 


But Moll:Deni«s-It 


25,319. 


>ISON CLUBS 


BARN STORMING TRIP OFF 


Players Give Uncle George Atkinson 


a Meerschaum and Say Farewells 


A banquet vat the /Hotel Jefferson 


That's the attendance for the year'laBi: evening, at which the members 


at La Crosse, according to 
figures 


eiven out hv Prpsidcnh u-itiott „,.„ 
given out by President Elliott this 


' of the La 
arid Madison clubs 


' and the dircctora, and officers of the 


REV. IRISH OIST. 


SUPT. AT ASHLAr.D 


POPULAR LA CROSSE CLERGY- 


MAN ELEVATED BY CHURCH" 


APPRECIATE LA CROSSEWORK 


First SI. E. Minister Here is Given 


Responsible" Advancement 
for, 


Excellent • Service 


ASHLAND, Wte., Sept. 14.—(Spe- 


cial )—Rev. James W. Irish, pastor 
ot the First Methodist church at La 
Crosse, was toBay named as district 
r p s c n 
io 
,„ 
. 
. 
______ 
.. 
r e s e n 
io 
is | two associa.ionsclosed, a successful j superintendent for the Ashland dis- 
mornmg, and it is 319 more 
than , season vior the .national eamn tn T,a trict by the MethoriiRh r,nnff>rHnp.B fnr 


the required amount.' 
The 


chants' Day" and "Elliott Day" at- 


than i season *ior the .national game in La 


"Mer- Crosse 
The banqiret was one of the 


people, the plan peope wnq touna tlle ]aboring man clearly {s entitled ] tendan "V.fl The> " " * "^ 
"T ery member/of the 


in Abraham Lincoln their especial to an opinl°n> Tatt>s friendship is to 'endailces did the trick and assured! arld extended their 
champion and spokesman, regard the be determilledj not by the president *•""""•" 
question, 'Is this morally right? as|bnt „ the measures whlch Taft ad_ 
—en more important than the dues-1 vocates_ Taft belieyes that labor or- 


jn, 'Is this profitable? when ap-. 
.,._„,,„„. Rhnlllj, r.nm(, ,,nder the 
tion 
won, 
-is this prontaoie.' wnen ap-. 
t, 
h 
lft 
under the 


plied to any giv.m course of conduct. * - , , „ _ . -.«, tha anti.tr.t,st iaw. on- 


Reform Should Go On. 


"Indeed, in the long run our, peo- 


ple are sure to find that in all deal- 


alike in the business and the 


I operation of the anti-trust law, op- 
' poses trial by jury-In-cases of indi- 
rect con-tempt and- does not agree 


laboring men-in- regard to the 


baseball next season. 


Rockford newspaper correspond- 


ents sent out garbled stories to Sun- 
day metropolitan, papers 
declaring 


the "salary list is too hjgh" and indi- 
cating that .financially the Wisconsm- 
•I-llinois league has been a miserable 


greatest succ/sses orythe season. Bv- 


tearns was there 
.last.farewell- to 


the management, as the opening of 
next season will pvobably see many 
of the players in higher .class; teams 
or in other circuits. 


President John Elliott of the local 


club acted as toastmaster and ad- 
dresses were delivered by President 
.•.~j.*uui,? iv>o,£, uo iitio uotlll d, lillBcraQiQ 
— 
*•—-..—» w «^ 
... »^.ui%*\,i*i, 


in^K arnie m Lue uusmBss auu mo- 
- 
- 
failure. The Rockford team, says the Moral1 of the Madison club; Paul Ma- 
^HtloalTorld-Tha^ rrreally prolK tlse of injunctions-in-labor disputes, dispatch, is figuring on getting into noney and Manager "Pink" Hawley, 
political woria,_wnai is reauj proiii. 
• "Taft's nositlon-on'-the-trust aues-i another-IMP-IIO 
the latter complimenting the "boys" 
able, is that which is morally right. 
The last, few years have seen a great 


"Taft's position on -the-trust ques-| another league. 


^ 
is not changed-by-the Roosevelt 


j indorsement and- so.-it is -with til 
awakening of the public 'conscience JnnaB°^emeni, f-na...-BO :ii is - wiin vi 
and the growth of aAstern determina- Unest1Ons. Taft must - make .his own 
tion to do away with corruption and Position known.. He cannot rely on 


- 
J 
- 
_ 
. 
. 
_ 
• r . 
. 
rVid 
rM^Qoi>l&«*'o 
QTn^rtTOeiTvi an-f 
no 
-tin 
unfair dealing, political, 
social. 


economic, 
president's endorsement as an 


(endorsement on a-'note is unnecessary 


"It is urgently necessary that this. lf 
maker of the note Is .good. The 
. 
. 


great reform movement should go. on. \™™e of th,? endorser- is- needed. only 
But.no reform movement is 
if it goes on by spasms, or if it is 
marked by periods of frenzied ad- 
vance, followed as such periods o£ 
frenzied advance, must always be fol- 
lowed, by equally violent periods o'£ 
reaction. The revolutionary and the 
reactionary really play into one an- 
other's hands, to 
the 
extent that 


.each by his excesses necessarily tends 
to:arouse such disgust, such a feeling 
o£ revolt, in the -minds of quiet peo- 
.ple, as temporarily to 
restore the 


•other to power. 
• 


2— 
' 


Avoid Foolish Excesses. 


"To permit the direction of our 


public affairs to fall alternately into 
the hands of revolutionaries and re- 
actionaries, of the extreme, radical's 
of unrest and of the .bigoted .conser- 
vatives who recognize no; wrongs to 
remedy, would merely mean that the 
nation had embarked on a feverish 
course of violent oscillation 
which 


would be fraught with great tempo- 
rary trouble, and would'produce no 
adequate good in the .end. 
, 


"The true friend of- reform, the 


true foe o? abuses, is the.'man who 
steadily 
perseveres 
in" . righting 


wrongs, in warring , against ' abuses 
but whose character and training are 
such that he never .promises what he 
cannot perform, that he always a.lit- 
tle more than makes good what he 
does promise, and that, while'steadily 
advancing, he never :permits .himself 
to be led into foolish excesses :which 
would damage the very 
cause he 


champions. 


Qualities Combined in Taft. 


"In Mr. Taft we have .a man who 


combines all o£ these :qualities-,'to a 
degree which no other man in' our 
public life'since the civil war has 
surpassed. 
To a flaming hatred .of 


injustice, to a scorn .of all' that: is 
base and mean, to a hearty sympathy 
with the oppressed, he unites entire 
disinterestedness, courage, both mo- 
ral and physical, of. the very highest 
type, and a kindly. :generosity of .na- 
ture which, makes .him feel that all 


against the 


endorser to recover -the- face of the 


In 
this 
connection 
President 
work in the pas,t season and 


Charles Moll declaies that the 
at- ' Siving them encouragement they will 


tendance the past season has been lon= remember. 
George Atkinson, 
one .of the stauncliest old fans, who 
has chaige of the wearing apparel of 
the players, also gave an 
address 


speaking at great length on Eberle's 


^ 
^ 
home run, as well as the work of. 


25,000 limit, Fond du Lac probably | Grandpa Letcher of Madison 
He 


got the required amount with Sun-'sPol?je of tjle woik of each 
player, 


25 per cent better than ever .before; 
and the success of the league has 
been most gratifying. He said 
on 


Saturday that every 
town 
except 


Fond du'Lac and Freeport,passed, the 


note. The president's endorsement is J day's game. Freeport was a couple OE'snowlnS their good points as well as 
of no value unless-he- will agree to j thousand"shy. 
I their weaknesses. 


stay in Washington-and :see that Taft I 
Bad. .weather'early in the season! 
In behalf of the "indicator hold- 
makes good. A.few simple sentences 
from Taft will :.be worth- more than' 
this eulogy the president pronounc- 


CoW and Hot. 


-hurt the attendance 
'much, but it | ers" Umps Guthrie told of his trou- 


picked- up. later and if it had been I bles and said he 
wished 
he was 


uniform - the entire season, it would' back "in that 
dear 
old 
Chicago 
have taken all the clubs beyond the (town." 


"It would have been all right," 
• 
25,000 mark. 


ANNAPOLIS, Sept. 14.—Bryan, ar-1-., . -T~nvT T,-,-,-..—,..,-.,-.,.. 
rived here shortly after noon and.WAUKON EXCURSION 
was greeted at the station by Mayor 
Claud and a local committee. Bryan 
was given what, on 
the surface at 


least, was a rather chilly reception, | 
the crow.d failing either to cheer, or; 
applaud. There was .an absolute ab-i 
sence of any public demonstration as 
he drove througii the streets. At St. 
John's Park, however, there . was a 
noticeable difference1. ". Here'his re- 
marks were'warmly cheered; 


TO BE A HUMMER 


MAINE ELECTIONS 
. 
ARE BADLY MIXED 


AUGUSTA, Maine, .. Sept. 14.—In 


the .balloting in the. state 
election 


•which1, began this .morning, ; indica- 
tions on for a- heavy vote .and the re- 
publicans predict a, majority of 15,- 
000 for B. M. .Fernald,-.candidate for 
governor; 
The democrats are confi- 


dent that .Obadiah Gardner will get 
a safe plurality; .. In -spite of the in- 
tense excitement, 
no 'disorders of 


any kin-d . have been reported.. Tho 
national issues .are soi far. separated 
that in some localities' Taft-Gardner 
|clubs-have! been organized which are 


More names \vere added to- 


day to the list of institutions 
that will be represented in the 
Waukbn excursion next Thurs- 
day and the outlook now is for 
the greatest excursion ever un- 
dertaken by the Manufacturers & 
Jobbers' union. 
Inquiries for 


information 
and 
tickets are 


coming to Secretary Calvert over 
the telephone,, arid the interest 
shown eclipses that evinced in 
regard to former excursions of 
the kind. 
Among the institu- 


tions added to the list today was 
that of the La Crosse Telephone 
company, winch will be repre- 
sented by Edward Comvay. 


trict by the Methodist conference for 
the western Wisconsin district this 
afternoon. This signal advancement 
in the service is awarded Rev. Mr. 
Irish for his excellent work in La 
Crosse, it is stated, as he has done 
very effective work there and has 
been one of the most valuable min- 
isters in th<5 entire district.-His work 
has been earnest, faithful and effec- 
tive, and his promotion in the ser- 
vice Is sure to be rapid. 


Rev. W. L. Cunningham and F L. 


Hart are appointed to the West Av- 
enue M. E. church, La Crosse, and A. 
Z. Inham succeeds W. L. Wood at 
the Caledonia Street M. E. church of 
North La Crosse. 


TAFT, MAD, HURLS 
WORDS AT BRYAN 


FROM CINCINNATI 


"FATHER AND HEIR" 
OP THS 


ROOSEVELT POLICIES 


COMMONER RAINBOW CHASER 


SEIZES NEW POPULAR. FACTS AS 


POLITICAL ISSUES 


ADROIT CAMPAIGN PLANNED 


To ft Will Have Stand-Patters Speck 


In East and Progressives in 


Western Stated 


SARATOGA, 
Sept 
14 —With i 
CINCINNATI. O , Sept 14 —Note, 


enough delegates opposed to him to b]e conferences of republican leaden 
snow him under on the first ballot wjll be Ueld here befQre Taft 
should they get together on a can- 
didate, there is every indication that his tour. Chairman Hitchcock, Judg< 


Dixon, Senator Murray Crane, and 


the 
state 
republican convention, j Congressman 
Burton 


which wll De called to order at 3 ' 
otl 
alo°s the 


will 
follow 


_ 
Taf t'i 


, , , 
.,. 
. 
. „ . 
rhome. It has been settled that Ar- 
o'clock, will nominate Hughes for|thur Vorys will be the director 
ol 


governor. Within the past 24 hours Taffs tour. He will accompany him 
the state bosses have made frantic and have charge of the journeys. 
efforts to combine on a man, but 
Bryan is storing up hot shots 
*Y 


failed. Shortly after noon EHhu Root,. Taft for delivery at 
his Cincinnati' 


the one man upon whom the allies! speech, Sept 23. He intends to drai 
come nearest an agreement, declared j out the 
ghost 
of 
Taft's 
Akroi 


positively ,he would not permit the I speech. 
presentation of his name. With a 'bit- \ 
Roosevelt has struck 
the 
besi 


terness born of personal dislike, andj blow yet for Taft. That's the senti- 
the knowledge that his election -will j ment as reflected in the candidate'! 
probably mean the enactment of pri- j headquarters. 
The president's pur- 


mary reform and their own undoing, i pose was to smoke out Bryan 'M 
the little bosses of the state have,ev- 
er since their arrival here denounced 
the governor 
openly and blatantly. 


But from all appearances little has 
been accomplished toward organis- 
ing the allies. 


The Issue will be determined late 


today when the band of bosses dom- 
inating the convention will meet to 
decide.whefher they have sufficient 
courage to knife the, governor. 
v~"~*"' Rbot'Makeg Speech. 


When the convention met this aft- 


ernoon Root -devoted .little time to 
Gov. .Hughes, discussing" almost e_n- 
tirely the national, situation^ paying 
his respects to Bryan and his policies 
and insisting that 'the nomination to 
be made should be made' "in such a 
way that the empire state shall sure- 
ly cast her electoral vote for the re- 
publican candidate for president of 
the United States." 


Root took up the democratic slo- 


gan, "Shall the people rule?" with 
reference to congress. He said: 


"The real trouble'is that the dem- 


ocrats in the house of representa- 
tives are in a minority and 
cannot 


have their own way because they are 
in a minority. 
The real democratic 


grievance is not that the (majority 
does not rule, but that it does not 
rule. 


"Consideration of the paramount 
issue now proposed by the democra- 


The pulpit of the First church, left °y /.or°es the conclusion 
that the 


vacant by the elevation of Mr Irish, 
is to be supplied. 
THREE ARE DEAD 


IN CHICAGO WRECK 


plaining of a headache, 
"if 
they 


would have asked me to give an ad- 
diess, but instead they ask-ed me to' 
sing.V 
George Atkins'bn at the- con- 


clusion ot the banquet was presented 
with a $15 Meerschaum pipe by the 
'members of the La Crosse team in 
appreciation of his interest 
during 


the season. 


Team Disbands. 


RAILROAD GOSSIP OF 


IMPORTANT DEALS 


Concluding with the banquet last 


evening, after a general handshaking 
the team' disbanded. 


„ A "barn storming" trip througii 
the 'state- -was talked of .-for/:. • ' some- 
time, but this was finally given up, 
as many of the players wished 
to 


hasten to their >respective homes. 


Harry Tracey left toda;' 
for his 


home- in Dixon, 111., 
where he will 


spend a few weeks at his favorite 
pastime, hunting, after which he will 
attend the Rush Medical college, ': in. 
view of becoming a physician He wift 
join the St Paul Saints early In the 
spiing, having been 
purchased by 


Manager Lennon some time ago. The 
American association 
team 
closes 


this week, and Tiacey has not" 'been 


CHICAGO, Sept. 14.—Two per- 


sons were killed and nearly forty in- 
jured, three probably fatally, in a 
crash near Chesterton, Ind., on the 
Lake Shore load, when an excursion 
tram was overtaken by another m a 
dense fog. Thirty of the injured were 


i brought to Chicago. 
The dead are 


Mrs. 
Esther "Hecox of Chicago and 


an unknown man. 


The crash occurred shortly after 


midnight, the darkness and the fog 
making it difficult to tell what had 
happened. The injured were all on 
the excursion train which was re- 
turning to Laporte and Indianapolis. 
The tram, running on a slow sched- 
ule, had stopped at Chesterton, when 
without wain ing there was a shrill 
whistle and a crash and an eastbound 
Lake Shoie theater train' ran into 
the rear end of the excursion train. 


The engine of the accommodation 


was wrecked and the rear coach of 
the excursion was almost completely 
demolished. Passengers in the foi- 
ward coaches came immediately to 
the relief of the injured -arid an .or- 
der was sent to Chicago for doctors 
and ambulances. -The injured were 
rushed to Chicago, where" most-of 
them were placed in -the Mercy hos- 
pital 


Officials.ok the'Lake'-'Erie & West- 


draftsmen of the democratic platform 
are to be acquitted- of the; offense of 
insulting the 
intelligence 
of 
the 


American people by a piece of cheap 
buncomb, only because 
they 
have 


fallen into the confusion which be- 
set the three1 tailors of Tooley street, 
who began their proclamation, 'We, 
the people of 'England' and that they 
think-'the people do not rule because 
they do not themselves rule." 


After declaring President 
Roose- 


velt might have been nominated "by 
raising his finger," and that his ad- 
vocacy of Taft was "a renunciation 
of power exceptional in history," Mr. 
Root returned again to the'assault 
on Bryan. 


Attacks Mr. Bryan; 


"It was skillful," he declared, "of 


Mr. Bryan to say that he is bound by 
the omissions of the democratic plat- 
form as well as by what it contains: 
but who dictated the omissions as 
well as the platform? Can an omis- 
sion of today wipe out public utter- 
ance of the past and remove them 
from memorv as a basis of judgment 
upon a public man 
The same elo- 


quent voice which now, 
with 
so 


much confidence, is telling us how 
the government ought to be conduct- 
ed, was heard In Mr. Bryan's candi- 
dacy of 1896, urging upon the Am- 
erican people as a panacea for all 
evils the free land unlimited coinage 
of silver at the ratio of 16 to-1. Was 
he right then? 
Was his judgment 


sound, then? 


"Now 
Mr. Bryan 
proposes, that 


under supervision of 
the 
national 


government, everybody shall provide 
for the payment of everybody else's 


(Continues on. .page 4.) 


torial candiate. 


de°locratlc 


BRAVES GO TO CONVENTION. 


NEW YORK, Sent 14 
R u m o'ordei ed to report until next spring. 
- .are in circulation m" financial circles 
Watson left last night for his home 


.- today that a holding company would in Toledo, Ohio. 


•-- •• 
. . . - 
•> 
Becker left today 
for 
Winsted, 


Minn., to spend the winter with his 
parents. 


NBW YORK, Sept: 14.—Tammany 


began to move to. Rochester today'for 
the . state 
democratic • -convention 


formeij to .take over the securities 


and other companies owned by the 
Union Pacific. No official confirma- 
tion of these, reports could be obtam- 
6Ad' ^They were Seuera"y ridiculed 
Another report is that plans are un- 
der consideration for the TTnion Pa- 


P w 


° 


which opens tomorrow. 
Six special cific to giye uiT the 


trains loaded with braves and things I Central Pacffi o to the 
n™ 
w 


which go to make them happy, make fThis was ridiculed in bankin 
° ? 


the biggest turnout for the state con- and the rumoTS ar^ gi^S ^Urtle wed' 
vection -wigwam ever made 
lence. 
Mven iicue cred- 


make any statement. 


STANDPATTERS STALLED 


Joe Killian, Roy Bberle and Frank to become a senatorial 
candidate 


Baillies leave for Sterling, 111, theiagamst Cummins leaves the stand- 
home- of Killian, where 
they will, patters in the air for a nominee A 
play the 
remainder of the season 


with the professional team of that 
place. 


.ern and the Lake Shore are ;conduct-jdebts by his bank deposit:guarantee 
ing an investigation and decline to I scheme. 


Is Bryan "Safe?" 


"Is it prudent to 
place in 
his 


hands the greater power of the pre'- 
sidency, and above all, is it wi«e to 
give him, rather than to Mr. Taft, 
the experienced judge, the filling of 
the four vacancies in the 
supreme 


court of the United States 
which 


may be expected during the next ad- 
ministration?" 


Mr Root closed his address with 


DBS MOINES,. Iowa, Sept: 
14.— 


The refuse of ;ex'Governor Jackson 


conference of a hundred standpat 
leaders wjl be held heie tomorrow ja revlew of the Cleveland regime and 
to select a nominee Secretary of Ag- 
Jerry Harms expects to remain m!rlouiture James Wilson and 
Cou- 


La Ciosse and has_been_oftered a po-jgressman Robert Cousins appear to 


(Continued on Page Six.) 
" | be the favorites. 


asked, as he-sat down: "Are the 
people of the United States ready to 
repeat that experience of democratic 
government" 


"SSI 


much as to offer straight support to 
Taft. The Roosevelt, letter will' bt 
circulated by the million. 


'The committee is keping conserva- 


tives off the lists of campaign speak* 
«rs for the west. 
Senator Foraket ~v 
will not go to Kansas to -open the . 
campaign, but goes east. 
C&nnop * 


will not go west of Illinois. The 
gressives. who fought 
to ..turn 


Roosevelt policies into laws will go 
across the Mississippi. 
Ap, possible;' 
speakers on" the Taft campaign train' 
Beveridge, Borah and Dolliver 
art 


, being discussed 


Tomorrow will be Taft's 5 let birth- 


day, and he has received hundreds oi 
congratulatory letters. 


Taft Talks Buck 


Taft today made this statement IB 


reply to Bryan: 


"In my notification speech, I at* 


tempted to make clear my position 
on all Issues. If Bryan has been un- 
able to understand them, I cannot 
make them clearer. I stand on my 
record In office as I have said. Bryan 
should devote a little time to hit 
own record from which he seems to 
struggling to separate himsejf with 
an adroitness acquired in previoui 
years, and hunt for an issue on 
which he can be "elected president. 
The readiness with which Bryan, In , 
his successive 
campaigns, 
passei 


from one paramount issue to anoth- 
er, shows the chief 
consideration 


which affected his selection ot an it- 
sue has been its plausibility in at- 
tracting votes.' He presents the re- 
markable spectacle of one who baa 
been seeking the presidency for 12 
years without success, without oftl-. 
cial responsibility, and without- the: 
opportunity to test the various prop. 


(Continued on page 6.) 


Weather and Wafer 


Coolest in La Crosse, 60; warmest 


84; wind, 4 miles; rainfall, 0. 


Warmest in U; S.—Phoenix, 100. 
The river will fall slightly in th« 


upper ^section and remain about sta- 
tionary in the local section. 


Stage of water at La Crosse,- 2.3, 


stationary; at Prairie du Chieu, 2.4, 
stationary. 


Forecasts today: 
Minnesota—Partly cloudy tonight 


and Tuesday; 
rising temperature 


Tuesday; 


Minnesota—Partly nloudy tonight 


and Tuesday. 


Iowa—Partly cloudy tonight and 


Tu-esday. 


T H E L A C F O S S E T R I B U N E 


, MONDAY, SEPT. 14, 190*. 


Tlie»e 4s oo-need of anyone sufier- 
ing long witii this disease, for to 
effect a quick cure'it is only jaeces- 
Bary to rake a few doses of ' 


la facv in most cases one dose i? 
sufficient h .never fails and can be 
relied apon in .the roost severe and 
dangerous coses. It is equally val- 
uable for children and is the means 
of saving tb* lira of many cnfldren 
•achyear. 


In the world** history no medicine 
h» *v« met with greater success. 
MICE 25o. URGE SIZE 50c. 


j 
APPENDICITIS 


; AVe have recently 
secured 
tho 


! agency for "ADLERIKA," tb.6 on- 
i ly known remedy for Appendicitis. 
I 
"ADIiERIKA": not only cures 


i Appendicitis, but one dose a week 
i will positively prevent this treach- 
! erous disease. 
i - Call and get an illustrated book 


• showing pictures of the appendix 
{ and '-describing how appendicitis 
! la cured. 
iflOESCHLER BROTHERS. 
; 
TWO STORES 


ROOM MOULDINGS 


25% DISCOUNT 


A. & C. JOHNSON 


'' 
221 Main Street 


THE NEW 


JEFFERSON 


HOTEL 


La Crosse, :: .:• }: Wisconsin 


The Best »2.OO a Day 
House in the State. 


FRANK KOHN, Manager 


BUSINESS 


And 


SAVINGS ACCOUNTS 


Dofotltuaude prior to 5th, dmw 
Interact tow* lit of each month. 


Totals 
3 


Green Bay. 
R, 


Boyle, 2b 
1 


Kernan, If 
1 


Stickney, rf 
0 


Saveland. lb ... 
0 
CHICAGO 
NATIONALS 
PASS GREEN BAY DEFEATS WAUSAU Carroll, cf . . . . . . . . 1 


roll. 
Struck out—By Lang, 10; by 


Miller, 6. Bases on balls—Miller 4-. 
Time—2:00. 
Attendance—2,000; 


Umpire—Cotiloy. 


• SECOND GAME. 


Wausau. 
R vH P 
A B 


Miller, cf 
1 1 
O ' O 1 


Fox, 
3b 
0 
0 
0 
2 
fl 


McAuley, c 
1 0 2 1 0 


Gardner, If 
1- 1 
4 
0 
0 


Brady, lb 
0 
2 
8 
0 
0 


Dooner, rf 
0 
0 
0 
0 .0 


Buemiller, ss ......0 0 0 
3 
2 


Ferguson, 2b 
0 
0 
4 
2 
0 


Bartos, p 
0 1 0 1 0 


OCALS mm 


IS 


first ball over but was put out at I ance—500. 
first., Graves^ who was anchored on ' 
third scored on this play and Eberle 
sent a grounder to1 Cook who failed 
in- trying to catch Tracey at second. 


. led-.off first and Shaw threw 


I wild over' seeolid base 
into center 


]field sending Duchien home and Eb- 


PENK'S 
PLAYERS 
PUT 
THEjerle to second base. 
Bond- walked 


CLINCHER ON SATURDAY 


LOSE CLOSING GAME SUNDAY 


PITTSBURG IN PENNANT RACE 


THE, BREWERS BREAK EVEN 


IN DOUBLE HEADEB 


TAILENDER 
B,EAT FREEPORT 


|Hammond, ~ss '. 
1 


Vance, '3b 
2 


Watson, c 
.1 


Stremmel, p 
1 


St. Louis Browns Win Eleven Inning Oshkosh and Fond du 
1/ac Break 


Game from Tigers—Cleveland 
Breaks Ewn With White Sox 


Games iToday. 


AMERICAN ASSOCIATION. 


Indianapolis nr Louisville. 


AMERICAN LEAGUE. 
Cleveland in Chicago. 
Detroit in St. Louis. 
Philadelphia in. Washington. 
New York in Boston. 


NATIONAL LEAGUE. 


Brooklyn in New York. 
Boston in Philadelphia, 


Yesterday's" Results. 


AMERICAN ASSOCIATION. 


Kansas City,' 2-4;, Milwaukee, 1-7. 
Loifisville, 8; Indianapolis, 4. 
Minneapolis, 5-1; St. Paul, 1-5. 
Columbus, 8-5; Toledo, 4-2. 


AMERICAN LEAGUE. 


Cleveland, 3-0; Chicago, Z-V. 
St. Louis, 2; 
Detroit 1 (11 in- 


nings). 


NATIONAL LEAGUE. 


Chicago, 3; St. Louis, 0. 
Cincinnati, 3; Pittsburg, .2. 


Even; Madison Gets Third Place, 


5 Points Behind La Crosse 


WAUSAU, Wis., Sept. 14.—Wau- 


sau lost the last two games of the 
season t6 Green Bay the scores being 


18 
P1 
3 
2- 
911 
01 
0 


3 ! 
' 
E ' Hawley's Team Is Badly Hammered 


Totals 
8 10 18 7 . 1 


Wausau 
100002—3- 


Green Bay 
00,3146—8 


Home 
run;—Gardner. 
Sacrifice 


hit—Fox. Bq.se on balls—Bartos,' 2. 
Time—1:00. ^ 
Attendance—3,200. 


Umpire—Conley. 


Rofckford, 4; Freeport, S. 


ROCKFORD, 
111.,, Sept. 14.—The 


locals won the jclosing game of the 
season. 
Kapfian was the star play- 
1 to 0 and 8 to 3. The first game e 
makingtwo home runs a d 


was a pitchers' battle, but the second j ing in the other runs ahead of him. 


The score: 


Freeport. 
' 
R. H. P. A. E. 


was loosely played. 
Scores: 


FIRST GAME. 


Wausau. 
R H P A 


Miller, cf 
0 
1 
0 
0 


Fox, .2b-3b 
0 1 0 1 


McAuley, 3b-c 
0 
0 '2 
2 


Gardner, If 
0 
0 
1 0 


Brady, lb 
0 1 12 1 


Erickson, c ....... .0 1 5 0 
Dooner, rf ........ 0 
0 2 0 


i Buemiller, ss ......0 
0 1 3 


JFer'n, rf-2b ....... .0 
0 
3 3 


Lang; p 
0 1 1 3 


Saturday's Results. 


AMERICAN. LEAGUE v 


Chicago, 2; Detroit, 1. 
Cleveland, 5; St,-Louis, 4. 
New York, 1; Boston, 0. 
v 


Washington, 5; Philadelphia, 4. 


NATIONAL LEAGUE . . . 


Pitsburg, i; Cincinnati, 3. 
New York, 6; Brooklyn, 3. 
Chicago, 7; St. Louis, 3. 
Philadelphia,' 5-3; Boston, 4-1 


• 
AMERICAN ASSOCIATION 


Milwaukee, 3; Kansas City, 2. 
Indianapolis, 4; Louisville, 2. 
Columbus, 12; Toledo, 0. 
Minneapolis, 8-1; St. Paul, 4-3. 


Totals 
. . 0 


Green Bay. 
R 


Boyle, 2b . ... 
.0 


Kernan-, If ........ .0 
Stickney, rf ....... 0 
Saveland, lb.">; .... .1 
Carroll, cf .-. ...... 0 
'Hammon, ss ....... 0 
Vance, 3b •'. 
0 
Johnson, c" 
.0 


Miller, p .. 
0 


Club Standings. 


AMERICAN ASSbCIATION. 


W. 
L. 
Indianapolis 
,...91 -61 


Louisville ....'.... ..88 64 
Columbus 
86 
68 


Toledo 
. 81 
72 


Minneapolis ...-.'..-. ;77 
76 


Milwaukee ....... ..71; 83 
Kansas City ...... ..70 83 
St. Paul 
.:..47 105 


AMERICAN LEAGUE. 


W. 
L. 


Detroit 
. . .75 55 


hicago 
. .75 
58 


leveland .....:. .'..-. 74 60 


St. Louis . 
......72 
59 


Philadelphia ....... 63 66 
Joston ......' 
.64-:. 68 


Washington ........ 5 7 
70 


New York 
43 
87 


- NATIONAL LEAGUE. 


-, 
W. 
L. 


Pet. 
.599 
.579 
.559 
.530 


5 27 13 
H P A 


211 
91 
2 
3 


E 
0s 
0 
0 
0 
'0 
0 
0 
0 
0 
0 


0 
E 
0 
0 
0 
0 
0 


and started for second- while Eberle 
started for home. In trying to catch 
both men, .the Senators allowed1 Eb- 
erle to score and Bond to advance to 
second. 
Harms 
fanned. 
Becker 


sent a long one out into left field 
which Howell failed to handle and 
Bond scored. Bues sent a clean sin- 
gle into deep "center field and short- 
stop 
Becker 
scored. 
Bues 
was 


caught out on second closing the in- 
ning. 


Graves added another score to the 


collection in the fourth'after beating 


Official Finish. 
the ball to first, reaching second on 


Won. 
Lost. Pct. la wild throw and going home on a 


Umpire—Connelly. 


Freeport, 9; Rockford, «. 


ROCKFORD, 111., Sept. 12.—3* 


ly hitting on the part 
of Preen 


won the ganio Saturday 
,.™ 


Both teams were good at bat, but 1 
visitors got their hits in a bundh-3! 


at End of Season, But Closes 


Next to Leaders 


Freeport. 
R. H 


Ireland, c 
.0 
0 


Harrod, 3b / 
.0 1 


Fiske, ss 
1 0 


Barlow, lb ........ 1 l 
Rouse, If .......... 3 2 
Lohr, cf 
2 
2 


Sohoonhoven, 2b ...1 2 
Scott, rf 
1 2 


Harmon, p. 
.—0 0 


P. A.-J 


1 
S< 
1 


10 


Totals ......... .9 10 27 
Rbckford. 
R. H. P. 


Vvausau .... ' 
72 47 


La Crosse 
66 
57 


Madison 
64 
56 


Green Bay 
65 
58' 


Freeport 
59 
62 • 


Fond du Lac • 
57 
65 


Oshkosh 
54 
66 


Rockford 
48 
74 


.605' hit by Tracey. Tracey was put out at i _ 
. 
. . 


.537 third after the'ball had been thrown; Sfr,*??,?81}', ™ 


Kaphan, cf 
0 


Hickey, c 
.. 0 


Butcher, 2b .......1 
..0 


.533 at random 
three 
or 
four 
times! 


.528 around the diamond. 
Duchien and j ~larlc> i°. 


.48S;Safford both reached first on balls Ear,ms> lb 


u 


.467 I but Bond 
and 


.450 caught out. 
.393' 


Eberle 
were both 


./• 


Ireland, c 
........ 
". 1 1 


Harrod, -3b 
........ 
0 
2 


Fiske, ss '. 
......... 
0 ./• 1 


Barlow, 1'b 
........ 
0 
^ouse, p 
.......... 
o 


Lohr, of 
.......... 
o 


Schoonhoven, 2b ...1 
Scott, It 
.......... 
l 


Harmon, rf 
........ 
o 


Results Saturday 


La Crosse, 10; Madison, 7. 
Fond du Lac, 3; Oshkosh, 3. 
Freeport, 9; Rockford, 6. 
Wausau, 6; Green Bay, 2. 


Final Games Sunday. 


Rockford, 4; Freeport, 3. 
Green Bay, 1-8; Wausau, 0-§. 
Madison, 2; La Crosse, 0. 
1 


Oshkosh, 5-2; Fond du Lac, 2-3. 


The Senators succeeded in scoring 


once in the fourth. 
Conroy opened 


up with a hit and went to second on 
an error by Tracey. Armstrong fan- 
ned and went back to the bench but 
Cook landed on the ball for a single 
and took secon-d on a hit by Smith 
which scored Conroy. 
Shaw rolled 


one to Eberle who cut Cook off at 


Wallace, ss 
.0 


Rogers, p 
1 


3 
611 
3 
0 


11 
2 
0 


Totals 
..... .6 10 27 


Freeport . — 
. 01020303H 


Rockford 
. .021111001! 
' 
Summary: Two base 
hiti 


rod, Scott, Clark, 
Harms, Wa 


Three -base hit—-Schoonhoven. 
runs—ORouse, * Butcher. 
Basest 


toalls^-By Rogers, .3. 
Struck 


third and Howell' struck out. 
Madi- By. Harmon, -k by^Rpgers, 6. 


son added two more in the sixth as 
the result of two doubles, a -single 
and a fielder's choice. 


The visitors made a spurt in the 


i-ninth which made the faws sit up 
r „ nl.~ »A i 
4. *t. 
>i 
• 
~= «»-" 
La Crosse lost the finai fame of and take notioe scoririg two runs> 
11 the senes to Madison yesterday, but but BubsJdin& when Conroy 
struck 


« it made no difference m the final n,lt ar.H r.,,^ w™f „,.* trnni r*nn.t 


Totals .-. . 
Rockford. 


.3 


1 
0 standings of the clubs, as Saturday's (.o xracey 


0 
0, victory cinched the second position] 
Tjr-aianr, 
A 
2 
0 
01 for the local team. One of the feat- „ " l a a l B ° n • * 


- — — ures of yesterday's game was Leise ?owe"> CI 
* 


6 24 
6 
11 striking out 16 men, beating Lang's 


out from Bond 


Kaphan, cf 
'. . . 2 


Moore, c 
1 


Butcher, 2b 
0 


Rorabaugh, rf 
0 


Corkhill, If 
0 


Clark,, 3b 
0 


Hickey, lb . .' 
0 


a- H- p- A'B- mark of 15 and establishing a newlX: 
1 
2 
2 
0 
0 league record. 
I n .the sixth inning m' 


1 j Whitmore's triple' scoring of Letcher 


Totals 
1 6 27 10 0 
Wausau . .......... OOOOQOOOO—o 
Green Bay . 
.010000000—1 


Two base hit—Brady. Three base 


hit—Erickson. o Sacrifice 
hit—Car- 


. 001000030 — 4 
Indianapolis . /. 


At Toledo, first game — 


Toledo 
........... 
100010200 — 4 


Columbus . . ..... . .021000212 — 8 


Second game — 


Toledo . :. ........... .1000010^ — 2 


.0030200—5 
Columbus 


At Cincinnati— 


Cincinnati 
,...00000000*—3 
Pittsburg 
.000020000- 
At'St. Paul, first game— 


Minneapolis 
St. Paul 


Second game— 


.1000.00013—5 
.001000000—1 


Wallace,, 
Slapnicka, p 


Totals 
4 10 27 16 
4 


Freeport 
000030000—3 


Rockford 
10100020* 


Two base hits—Ireland, Butcher, 


Clark. Home runs—Kaphan 2. Base 
on balls—Off Rouse, 2r off .Siapnicka, 
2. 
Struck out—By Rouse, 8; by 


Slapnicka, 
3. Wild pitch—Rouse. 


Passed balls—Moore, 2; Ireland, 1. 
Time—1:43. 
Umpire—Ward. 


was a feature. 


The standings recorded 
at 
the 


head of this 
column are 
official. 


President C. F. Moll of the league 
last Friday sent the official stand- 
ings to the La Crosse papers and the 
above standings, are figured from the 
figures sent by Moll. Few of the pa- 
pers on ,the circuit 
have 
correct 


'-. I standings 'and most of 'them figure 


La Crosse in third or fourth place. 


Sunday's score: 


Oshkosh, 5-2; Pond du Lac, 3-2 
FOND DU LAC, Wis., Sept. 14.— 


Fond du Lac and Oshkosh broke even 
yesterday, the locals winning the sec- 
ond game, 3 to 2, and losing the first 
5 to 2. The attendance was the larg- 
est this year.. Scores? 


FIRST GA'ME 


Fond du Lac— 
R H 


Lynch, ss 
0 
. 
- 


Minneapolis 
1000000—1 'Wlsser,' 2b 
...0 
St. Paul 
.4000001—5 


New York ..... i.. .81 


hicago . 
.83 


Pittsburg . 
.. ... .82 


Philadelphia . ... . . .71 


incinnatl .. 
62 


Boston .......... . . 55 
Brooklyn ...-.". 
.44 


St. Louis . .. ..-.. 
44 


46 
51 
51 
56 
71 
77 
85 
87 


By defeating the St.. Louis CardU 


nals yesterday the Chicago Cubs ad- 
anced to second- place in the pennant 
ace of the National league. Overall 
or the Cubs was effective and adm 
.istered a shut out 3 tp-d 
Cincin 


ati won from^ Pittsburg 
by th 


core of 3 to 2. 


In the American league the Whit 


ox broke even with Cleveland in 
ouble header, the first game goin 
o Cleveland 3 to'2 arid the last t 
he Sox 1 to 0. 
Both games wer 
itchers" battles. 


In the American 
association th 
rewera broke even. with Indianap 


oils in a double header, 
Louisville 


won from Indianapolis, the 
Miller 


broke even with the Saints and Col 
umbus took two games from Toledo 


National League Games. 


At St. Louis. 
R H E 


St. Louis 
000000000—0 3 4 


Chicago 
300000006—3 9 1 


Batteries: 
Raymond and Brown 


[Overall and Stoude. 
At Cincinnati. 
R H E 


Cincinnati . i.-. 
00000000*—3 


Pittsburg . . ..... . . .000020000—2 


American.League Gamo.o. 


At St. Louis. 
R U E 


St. Louis 
Detroit . 


Batteries: 
Waddell and Smith; 


Summens and. Thomas. 


At Chicago—First game. 
R H E 


.458 


O ft ft 


Saturdays National Games 


Pet 
-ai Pittsburg— 
- R H E 


5 77 
-1 Pittsburg .. ..000020200—4 
8 3 


~664 Cincinnati . ..101100000—3 
7 2 


'552 
Batteries: 
Maddox, Leifield, Cain- 


554jnitz and Gibson; Ewing.and Schlei 
.488' 
At New York— 
R U E 


4g5 Brooklyn . ..030000000—3 30 
2 


; 4 4 9> New York . ..101000040—6 
9 
2 


.'331! 
Batteries: 
Mclntyre and Dunn; 


Mathewson and Bresnahan. 


Pct 
At Philadelphia: 


ggg 
First £ame— 
r; n 
yt 


"sao'Boston . ..20100100000—4 9 


617 Philadel'a . .0020001100 L--6 16 . 
.559 ( 
Batteries: . Ferguson, Smith, Gra- 


ces'11*11?1 and Bowerma'n; CoiTldon .and 
.417 i'Dooln. 
!s'41! „ Second game— 
R H ' E 


p33g.Boston 
000100UOO—1 
S 
S 


Philadelphia . 100002000—S,' ! i 


Batteries: 
Dorner, Chappe'la and 


Kutlna, lb ._ 
1 


McDonnell, 3b 
0 


Llppert, cf 
0 


Shaub, If 
0 


Gard, • rf-c ...,...., 1 
Stang, c-rf 
0 


Leise, p 
.0 


P 


0 
4 


0 
2 


3 13 
2 
0 


0 1 
0 
2 


0 
3 


E 


" Madison— 
R 


Howell, cf 
0 


Leise, p 
0 


Letcher, If 
1 


Whitmore, lb 
0 


Martin, 2b 
0 


Mee, rt 
0 


Conroy, rf ....... .0 
Armstrong, 3b 
. .1 


Cook, ss 
0- 


Smith,, c 
0 


Totals 
2 


La Crosse— 
\ R 


Graves, If 
'. 0 


H 
0 
011 
0 
0 
0 
2 
0 


Tracey, lb 
0 


i Duchien, rf ....:... 0 0 
1 Safford, C£ 
0 
1 
! Bond, 2b 
0 0 


0 I Harms, c 
0 
1 


0 ; Becker, ss 
0 


0 I Bues, 3b 
.- 
0 


Baillles, p 
0 
0 


0 
t> 


0 ,'*Killian 


Totals 
2 
9 27 12 


Oshkosh— 
R H P 


Beuer, cf 
0 
0 
1 


Attklam, 2b 
0 
0 
2 


Nichols, rf 
1 1 2 


Dolan, 8b - 
1 '!• 2 


Curtis, lb 
2 
0 
6 


Johnson, If 
1 
\ j White, n ...'.'.'.'.'.'. '.0 
l 


...OlOOOOOOOOl—2 11 0 
. ..-10000000000—1 8 


MARTINIQUE 


Cleveland ... .3. .102000000— 6 1 
Chicago 
000002000—2 6-1 


Batteries: 
Rhoades and Bemis; 


Smith and Sullivan. 


Second game— 
R H 


Cleveland 
000000000—0 
!> 0 


Chicago 
01000000*—! 5 0 


Batteries: 
Berger 
and 
Betnls; 


Walsh, and Sullivan. 


American Association Games. 


At Kansas City. 


• First game: 
R H E 


Milwaukee 
100000000—1 5 0 


Kansas City . ...00000011*—2 4 2 


Batteries: 
Curtis and 
Beville- 
Essick and Browne. 


Second game. 
' R H E 


Milwaukee 
...001003003—7 12 0 


Kansans City . .800010000—4 11 6 


Batteries: 
Manske and 
Beville; 


Swann and Sullivan. 
At Louisville — 


Louisville 
10301021»-£-S| 


Bowermani Sparks and Jacklltseh. 
At St. Louis— 
R H • B 


Chicago . .000020001001—7 10 
2 


St. Louis . 11000 LOGOOOO—3 17 2 


Batteries: 
Coakley, Reuibach and 
Kling;"Lush ami Ludwig: 


Saturday's American G.'inifs 


At Boston— 
> 
R H 
E 


Boston 
000000000—0 
5 
2 


New York . ..000000100—1 
5 3 


Batteries: 
Young, 
Criger 
and 


Donahue; Manning -Cnd Klelnow' 


At Washington— 
' R H E 


Washington ...11100001*—5 
9 1 


Philadelphia . 000300100 
4 
9 2 


Batteries: 
Johnson and street; 


Schlltzer, Plank, X,app and Powers' 


At Detroit— 
• 
R H E 


Detroit . . . .1000000000—1 
Chicago . . .0100000001—2 


Groh,-SS 
0 


Burwell, p 
0 


1 


121 


0 


xJones 
.0 


2 16 


6 27 
ft P 
1 
1 • 


0 12 
0 
01 
5 
71 
0 
0 
0 
0 


A 
0 
4 
0 
0 
2 
o- 
0 
1 
0 
0 


7 
A 
0 
0 
0 
01 
2 
6 
3 
1 
0 
0 


Conroy, rf '..-. . . .5 
Armstrong, 3b. .3 
Cook, ss 
5 


Smith, c 
2 


Mee, 
c 


Sfiaw, p 
0 


Grimes, p ....... 3 


AB R 


0 
2 
2 
01 
01 
01 
0 
0 


P 
4 
0 
6 
.4 
0 
2 
2 
2 
4 
0 
0 


Totals . 
La Crosse- 


Graves, If • . 
Tracey, lb . 
Duchien, rf 
Safford, cf 
4 


Eberle, p 
4 


37- 7 11 24 12 


— 
AB R H P A 


Harms, c ...... 3 
Becker, ss..... .3 
Bues, 3b 
4 


0 12 
1 2 
1 
2 


pitched ball—By Harmon 1; by-1 
ers, 1. Wild, pitches—Harmon,; 
Rogers, 1. 
2. 
Time— 


nicka. 


Passed -balls 


-1:34. 
Umpire 


9 27 13 
4 
Totals . . ..."..3.1 10 


, Score by innings: 
La Crosse 
30610000*—10 


Madison . 
200102002— 7 


Summary: 
Home run—-Eberle. 


Two-base hits—rrMee, Grimes, Martin. 
Sacrifice hits—Tracey, Becker. Hit 
6y pitcher—Graves, .Eberle. 'Double 
play—Tracey to Becker. Struck "»'ut" 
—By Eberle, 11; by Shaw, 1; by 
Grimes, 4. Bases on balls—Oft Eb- 
erle, 6; off Shaw, 3; 'off Grimes, 3. 
L.eft on bases—La Crosse, 7; Madi- 
son, 9. .Time of game—2':lO. Um- 
pire—Guthrie. 


Fond du JOac, 3; Oshkosh, 3. 
FOND DTT LAC. Wis., Sept. 14. 


JOSEPH HIXON 


WINST01 


By defeating F. P. Hixon 2 up i 


1 to play Saturday- afternoon Jo 
M. Hixoii won the season's 
for the Col man cup at the C 
club links. This is the sixth 
the cup has been contested for. * 
W. Burton won It the first two 
A. M. Tourtellotte, F. P. Hixon 
F. H. Hankersoii, In rotation' 
now j. M. Hixon takes it for a 
son. It must be won: three 
tlve times to become the p«rm» 
property of .the winner. 


Saturday's scores: 


A. A. Morse . ......-..- 
S 


F. A. Copeland 
2 


R. C. Whelpley 
;.2 


G. W. Burton . . . . . : 
So 


C. F. Michel . . ; . . . . . 
Sq 


H. L. Coltnan 
.Sq 


Alfred James 
Bq 


G. H. Ray 
...,....! d 


R. D. Gordon 
l do 


G. H. Gordon .............l d 
P. M. Gelatt 
l 


J. M. Hixon . . . . . . . . . . . ; - . . 2 do 
F. P. Hixon 
3 do 


Prof. Benezet ............ ,.3 do 
T. H. Spence ............ . 
H. J. Hirshhelmer 
.3 do 


TY COBB STILL 


THE BEST BATTER : 


Tyrus Cobb, -who is fast regaining j 
his usual fine batting form, hold! 1 
undisputed possession of the lead In I 
the American league, having at last ; 
shaken off all competitors. He seems 'i 
likely to hold his margin; to the end, -] 
as everything ts breaking nicely for X; 


The game with Oshkosh'was called !hlm theBe da5:s- Detroit leads, by «-, 


Totals 
0 
4 27 13 
0 | in the ninth Inning on account, of''large marBl& in 


*Batted for Tracey in ninth. 
xB&tted for Duchien in ninth. 


darkness, 
Score 


La 'Crosse 
Madison 
000001100—2 


. .000000000—0 


The score was 3 
to 3. 


Fond du Lac. 


Summary: 
Summary: 


Lynch, ss 
1R. H. P. A. E. 


Three-bast 
hits—, Wisscr, 2b .'...- 
1 


01 
nummary: 
Three-base 
hits-—{Kutina, cf 
0 


Oi—Letcher, Smith. 
Double 
play—' McDonnell, 3b 
0 


g j Becker. Struck out—By Leise, 16; ! Schau'b, If 
...0 


O ' b y Baillies, 7. Bases on balls—Off I Stang, rf 
0 


n ! Baillies,' 2. Time—1:30. Umpire— Hutton, lb 
6 


Guthrie. 


Totals 
5 
5 27 
7 
2 


Fond du Lac 
OlOOOOOlO- 
1—2 


Oshkdsh . .• 
020003000—5 


Two-base 
hits—^Stang;, 
Liesc, 


White; 
Three-base 
hit—-Kutlna. 


Home , run—Nichols. Bases on balls 
—Off Liese, 3; off Burwell, 1. Struck 
out—By Liese, 6; by Burwell, 11. 
Hit by pltcihed .ball—Anklam. Dou- 
ble plays—Groh to, Anklam to Cur- 
tis; Burwell to Curtis to Dolan. Time 
—2: 0 0. 
Umpires—McGlnuis 


Sanders. 


SECOND GAME 


, Fond du Lac— 
'R" H 'P 
Lynch, ss 
:. . 1 1 0' 


Wlsser, 2b 
-... 1 l o 


Kutiua, lb . ." 
0 
0 10 


McDonnell, 3b< 
0 
0 
1 


Lippert,' cf ..'..."... 0 
0 0 


Shaub, rf 
0 
0 
2 


Liese, If 
' 
0 1 1 


Stang, c 
0 0 1 


and 


Gard,-' c . 
Rowley, p. 
Leise, rf 
Saturday's Game.' 


The prospects for 
second 
place 


loomed up ''brite an fare" for tho j 
La CfOsse rans from,the first ill the I 
Elliott Day game when, tho Senators ! Bail<?v. cl! 
0 


scored two .times and the Pinks went' Anklaru, 2b 
oao better. 
I£ sbcoiid tilacc looked'" 


near at the end o£ the first inning, it 
became a foregone conclusion at the 
end of the third after La Crosse hftd 
crossed the "plate six times taking a 


ranking seventh. 
team fielding. 


batting, the Sox 


Chicago letfo In'** 


,."i 


. 


Most of the- averages are 
light'.; 


compared with former years, but aw 


0 j.Reirihar'dt,1 p 
l 
o . S0 


At Cleveland— 
R 


Cleveland . . .-OOoillloi — 5 
St. Louis . 


Batteries: 


H E 
9 
l 


..020100010 — 4 11 
2 


Chech, Liebhardt and' 
Bemis; Pelty, Deneen and Smith 


Saturday American Assn. Games 
Indianapolis 
defeated 
Louisvile 


Saturday and captured the American 
association pennant: Score: 


At Indianapolis— 
R H E 


Indianapolis . 02000020*—4 10 4 
Louisvlle . - . .001000010—2 
5 1 


Batteries: 
Durham and Living- 
ston; Adams and Pietz.' 


At Kansas City— 


Milwaukee . .100000101 
s~ 


Kan. City . ..002000000 2 


Batteries: 
Bateman and Seville; 
Carter and Sullivan. 


At Toledo— 
R- 


Toledo 
000000000 
0 '- 6 


lolumbus . .102020520—12 18 


H, E 


and 
Fisher; 
Batteries: 
West 


oodwin. and. James. 
At Minneapolis— 
R H E 


Minneapolis . 31000400*—8 
9 2 


t. Paul . ...100300000—4 17 3 


Batteries: 
Patterson and Block- 
ieroy and Laughlin. 


* Second game— 
. 
R H E 


Minneapolis. -.01000000—1 
5 
2 
t. Paul . ... . .20100000—3 11 2 
Batteries: 
Fiene and Block; Hall 
nd J. Meyers. 


•Game called by darkness. 


Totals . '. 
3 2 15 


Oshkosh—' 
R H P 
Bauer, cf 
o 1 


Anklam, 2b 
0 1 


Burwell.-rf . ; 
1 o 


Curtis, lb • 
0' 0 


Johnson, If ...:.... o 0 
Whltei c 
o 
0 


Groh, ss 
o 
0 


Converse, p ..-..-... l 
l 


Bubser, p 
o 
0 


•Nichols .":...'.... 0 0 


Totals 
2 
3 ,12 
8 


*Nichols batted for Converse in 
fifth. 


Fond du ,Lac 
2100*-—3 


Oshkosh 
00110—2 


Two-base 
hits—Wlsser, 
Lynch 


Bases oh balls—Off 
Converse l 


Struck out—By Converse, 1 Passed 
ball—Stang. : Hit-by pitched ball— 
Stang. 
Stolen base—Lippert Time 


—:50. Umpires Sanders and McGin- 
nis. 


- 
larke, 
champiori 


twn 
k 
r or Australia, 'in 
i. stralsht neats, at a' mile and a 
half mile, m Madison Square gar^ 


«a prank Kramer maintained 
hfs 


W i,0*!*011*?*"11- Kraffl«'s titae-for 
the half mile was one minute three 


lead of seven points. 
Pitcher Shaw 


opened the game for the visitors, but 
was given a ticket to the' bench after 


A E Eberle's home run and-allowing tho 
4 
0 bases to fill on two passes and an 


4 
0 error in the third. ' Pitcher 
Paul 


0 
0 i Grimes was- sent, to the slab by Man- 


3 
0 ager Cassiboine but was unable to 


0 
0 hold the Pinks down or to overtake 


1 
0 the lead which they had taken. 


0 
0 
The grandstand was" filled to over- 


0 
o flowing with enthusiastic fans eager 


0 i to see the home team cinch second 


place and in spite of the fact that the 
game was inclined to be a batfest 
and made up of many kinds of base- 
ball, every fans whistled and smiled 
as he left the grandstand. 
Eberle 


strengthened his 
hold 
upon 
the 


hearts of the La Crosse fans by his 
home run and it might also be men- 
tioned that Uncle George Atkinson 
will have to pay tor a new suit Of 
clothes In compliance With his prom- 
ise. 


Eberle opened for the Pinks by 


giving Howell a pass and Letcher 
reached first on an error by the third 
baseman. 
Howell was forced out at 


third and Martin followed him to the 
bench on a strikeout. 
Another er- 


ror by Bues -in handling Conroy's hit 
filled the bases and when Armstrong 
singled into right 'field Letcher and 
Whitmore scored. 
Cook netted a. hit 


but was.' put out. between first and 
second and Conroy was thrown out 
at home. 


Graves was first to bat and reach- 


ed first pn^ a hit in. the elbow. Tra- 


and 


. 
-- 
'W..U. 
DU- 
ctiien forced 
Graves, out 
at third 


Eberle met the first ball pitched and 
circled the bases scoring Tracey and 
Duchien, 


Neither side scored in the second 


but it again looked' gloomy tor 
the 


Senators^ln the second half of the 


~ 
wo passes and an- er- 


. 
,. 
- bases, and Shaw was 
to the -bench. Safford met the 


Burvrall, r£ 
1 


Dolan, lb 
l 


Curtis, lb 
1 


Johnson, 1£ 
0 


White, c 
t, 
0 


Groh, ss , 
0 


Pinkney, p. 
0 


"ifar heavier than those of the 
Na-i 


"itional league'men, which indicate* ^ 
"ithat the sp'ltball pitchers of the Am-.; 
Jjierlcan. league are not as successful 
H as the dry curve artists of the older 
? I organization. 
, 
J| .Wagner has his 
usual 
place u > 
"j leader of the National league bats- •! 
^-l men, but is likely to have some lit-^ 
0 
0 
0 
Ojtie competition in the near future,! 
~ ~ 
j as Donlin hangs ou with' dogged per-'l 


•K- *f- P- A. E.'signs of ambition and acquisitiveness.^!! 


0 ;Most of the Nayonal league averages's| 
0 are»extremely light—-the smallest, teSJ 
Ojfact. in fifteen years. 
\ 


I j 
New York leads In team batting,! 


1 with Chicago second, while,the Cub*3 


o 
0 
2 
0 
1 2 
3 11 
0 1 
1 3 
0 
0 


0 
0 


lead in team fielding. 


cey singled into center field' 


raves 
advanced 
to 
second. 


Totals 
3 
7 2 7 1 2 
3 


Fond du Lac 
100010010—3 


Oshkdsh . . ,. 
000012000—3 


$• Summary:' Three base hit 
~ 


well. Two base hits—Curtist 
Lynch. Passed ball—White. Hit by 
pitcher—Button. Stolen bases—Do- 
lan,1 Lynch. 
Sacrifice hits—Wisser, 


Kutina, McDonnell, Johnson. 
Base 


on balls—Ott 
Pinkney, 4. 
Struck 


out—By Pinkney, 2; by Rowley; 6. 
Time—2:00. Umpires—Lippert-and 
Converse. 


Wausau, 6; Green Bay, 3. 


WAUSAU, Wis., Sept. 14. — 


game was easy Saturday for Wausau 
Score: 


Wausau— 
R. H. P. A. E. 


Miller, cf 
.'. . . 1 1 3 o 0 


JENNINGS' "E-AH" 


NOT SO FORMIDABLE 


ftn,of.«A 
DETROIT, Mich.r Sept. 
14.— N 
0012000—3 .Hughie Jennings' famous 
coaching * 
hit — Bur-iyell, "E-Ah," will not be heard this | 
irtis, White, Ifall on the ball field and it is a ques- * 
""" "" - J tion whether the leader of the Tigers 


will ever make much noise again. His 
voice has failed him and his work In 
the coaching box Is now of the deaf j 
and dumb style, but It is still quite 
effective. There have been many In- 
stances' where persons have lost their - 
voices by excessive use and Jennings 
has been told that he will be one of 
them in- a short time if he continues * 


fam- 


Fbx, 2b' .. .' 
1 o 1 1 


McAuley, 3 b 
0 
0 
3 
2 


Brady, rb 
1 3 li o 


Erickson, c 
,1 2 6 l 


Buemiller, BE 
o o 
l i 


Lang, rf 
0 1 1 o 


Dooner, p 
l 
2 0 5 


ous last fall when he was leading th« „ 
Detroit team to the top ot the ladder 
I 
in the American league. 


Hughie has been eating quite a 


; little grass this week In spite of his ' 
weak voice, and he will be permitted 
to chew that kind of fodder as much 
as he wants to unless the national, 
commission 
takes a notion that It 


»,is an undignified procedure for base- 
° ball and puts a stop to it by passing 


Totals 
.-... .6 10 27 11 1 


Green Bay. 
R. H. P. A. E. 


Boyle, 2b 
0 


Kernan, If .'. 
0 


Stickney, rf, 
1 


Saveland, lo 
0 


Carroll, cf 
0 


Hamniond, ss .....l 
Saxe, 3b 
0 


Johnson, c 
Roach, p. 


Totals 


1 2 
0 
2 


0 
0 


1 11 


7 24 11 1 


Wausau 
.;.. .01300002*—6 


Green Bay .. .., 
110000000—2 


Summary Two -base hit's—Sav-eland, 


Carroll, Erickson. Three base hit— 
Brady. 
Struck out-—By Dooner, 4; 


by Roach, 3. Bases on balls—Dooner 
2; Roach, 2. Time—1:30. -Attend- 


one of its justly famous resolutions. 


WBEK'S FIGHT GAKT>. 


Sept. 13.—Walter Little vs. Kid 
Brown at Grosse Point, III. 


Sept. 14.—William Fitzgerald vs. 


Dick Nelson at New York citj-. 


Sept, 15—-Eddie McGoorty yg. Jack 


Sullivan at Anaconda, Mont. 


Sept. 
15.—Freddie 
Welsh 
vs. ^ 
Frank- Carsey at Los Angeles, Cal. 
3 


Sept. 15.—Joe Jeannette vs. San- 


dy Ferguson at Boston, Mass. 
'Sept. 18.—Johnny Coulon vs. Ter- 


ry Edwards at Milwaukee. 


Sept. 
18.—jack 
Dougherty vs. 


George Herberts at Milwaukee. 


Sept. 18.—Jimmy Clabby vs. Sieve 
Klnney at Milwaukee. 


Sept. 18.—Kid Harris vs. Freddie 
Andrews at Milwaukee. . 


Sept. 18.—Mike Twin Sullivan v§. 


Bath McLeod at St. John's, N. B. 


MONDAY, SEPTl 14, 19011. 


T H E L A C R O S S E 
T R I B U N E 
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This Certifies that the circulation of the' 


LA CROSSE 
TRIBUXTE 


Aai been audited and is guaranteed by they 
Adrertistr't Certified Circulation Blue Book 


This Paper has proved by investigation 


that the escalation records are kept with 
care and the ctrcatation stated with such 
accuracy that advertisers may rely on any 
ttateroents of same made by the publishers 


> amler the ownership and management 


control 
May 1st. 1DC8 


6,341 


Dor August Daily 
Average was . . . . 


, 
THE LA CROSSE TRIBUNE 


Bworn Detailed Circulation for the 


' 
, Month of August, 1908. 


1—Sat 
6,325 


2—Sunday 
3—Mon 
6,322 


4^—lues 6,331 
5^—Wed 
6.329 


8—Thurs 6,339 
7—Prl 
6,337 


8-—Sat 6,351 
9—Sunday 
10—Mon 
6,327 


11—Tues 6,341 
12—Wed 
6,332 


13—Thurs 6,341 
14—Fri 
6,364 
15—Sat 
6,340 


16-^-Snnday 
17—Mon 
18—Tues 
19—Wed ' 


6,347 
6,340 
6,338 


2O—Thurs 6,346 
21—Fri 
22—Sat 
23—Sunday 
24—Mon 
25—Tues 
2fl—Wed 
27—Thurs 6,349 
28—Fri 
20—Sat 
SO-—Sunday 


6,328 
6,339 
r6,358 
6,347 
6,389 


6,361 
6,338 


31—.Mon 
6,347 


Total number of papers 


printed . . . ... 
. . . . 164,885 


Average each Issue for 


August, 1908 
6,341 


Extra Sample Copies not included. 
I, Frank H. 
Burgess, 
business 
manager of the La Crosse Tribune, est. number. 


about the same spirit. 


"Their code is a rule of three: 
"1st. Oive the people what they 
want. 


"2nd. Keep out of libel suits: 
"3d. Make it pay. 
"But no thoughtful, serious-mind- 


ed man engagpd in the task of pub- 
lishing a daily newspaper would for 
a moment agree with such a venial 
spirit. 


"The term independent as applied 


to. newspapers 
came to. be used/at 


first .in a political sense solely, and 
that .to describe a type of , journal 
which contrasted with the political 
party organ. 


"The independent paper today is 


the people's paper. It neither belongs 
to.party nor to any class in society. 
It is an institution seeking to guard 
the rights, national and numicipal, 
political, social and commercial, of 
all sorts and conditions of men. It 
treats public questions 
upon their 


own merits without respect to per- 
sons or political parties or to social 
influences or other interests. 


"An independent journal is not one 
that is 'agin the powers that be,' and 
whenever a head pops up knocks it. 
A journal worthy to be called inde- 
pendent regards itselE as free to sup- 
port or to .oppose the administration 
in.'power; 
It .may espouse and .in- 


dorse party . principles 'without sur- 
rendering its individuality 
or 
its 


Independence. 
"Neither is independence another 


name for neutrality. 
It 
does 
not 


mean that any issue is to be dodged, 
Independence of the right sort spoils 
aggressiveness—not 
a 
colorless, 


mushy sort of • policy 
designed to 


jolly everybody and all parties. 
It 


means good faith—not hypocrisy. 


"This age is said to be character- 


ized intellectually by 
the scientific 
spirit. 
What is this spirit? - Is it 


not the honest endeavor to get at 
bedrock facts of truth? 


"The true scientist digs for facts 


and faithfully reports his findings, 
even though the facts run counter to 
his strongest prejudice -and what he 
has been taught and what he believ- 
ed he knew. 


"A similar spirit is necessary for 


the modern journalist, and his duty 
is not unlike that of the scientist.- 
His largest work, as already stated, 
is to gather news. 


"And what is news but the daily 


facts of life or happenings?-To faith- 
fully report the dally facts is the first 
business of the journalist. 
Not an 


easy task when we remember the 
thousand and one sources from which 
these facts must be gathered. 


"Now, I think: we are 
ready to 


bring out the independent code. I 
have formulated 
seven 
rules; the 


first three pertaining to politics; the 
second four in general. 
"First; pertaining to politics: 
"(a) Acceptance and support of 


measures that are 
worthiest 
and 
promise the largest good to the great- 


ever since. 
Had Mr. Bryan been the 


sort of man to traffic, with fellows 
like Hearst, then was his time to do 
it. Then he could have insured him- 
self of Hearst support for the pres-i 
ent campaign.- If he would not do it 
then, why now? 


The- prospects for 
a .- triumphant 


outcome oi: the Waukon excursion 
are indeed bright, and promise to 


SPOTLIGHTS 


Chaimcey Olcott Tonight. 


Romantic Irish drama will be the 


attraction at the La Crosse theatre 
tonight when Augustus Pitou 
wijl 


present Cnauncey Oloott in his new 
Irish play, written by Ryder John- 
sou 
Young in Colaboration 
with 


Rita Olcott, "Ragged Robbin." The 
gfTK^ShaS&ig ES ™S, ™ 
al- 


thusiastic harmony for the prosecu- 
tion of a worthy program. Waukon 
a-nticipates a royal 
affair, 
and 
is 


ready with a. royal reception. It wilL 
be a "hit1 all around. 


QUIPS AND CRANKS 


AND WANTON 
WILES 


Irish nobleman, whose 
father 
has 


Elliott. Day ;was baseball's vindica- 


tion'in La Crosse, and incidentally 
it proved, the high esteem in which 
the club's:president is held by the 
directors of the association, the team 
and the general public. No man has 
been paid a finer tribute 
in 
La 


Crosse than that so enthusiastically 
rendered to Mr. Elliott. 


do solemnly swear that the actual 
number of copies of the paper nam- 
ed, printed and circulated during the 
month of August, 1908, was as above 
•tate. 


. 
. FRANK _H. BURGESS. 


Subscribed and sworn to before m* 
this thirty-first day of August, li^OS. 


• A. B. BLEEKMAN, 


Notary Public. 


THE PONY CONTEST 


The Tribune's great pony contest, 


announced In Saturday's paper; at- 
fords a real opportunity to the boys 
and girls of La Crosse. It gives every 
one of them a chance to win a splen- 
did pony and ^carriage—one that is 
fine enough to be the pride of Presi- 
dent Roosevelt's own athletic boys 
and girls. These ponies are thorough- 
breds, with registered pedigrees, just 
like the winners at the great pony, 
shows of the great cities. They are 
broken to drive, and are gentle, ac- 
tive and handsome. 


Every boy and girl in La Crosse 


ought to enter this contest. It pre- 
sents an opportunity 
beyond 
the 


mere winning, of a pony. It affords 
a practical lesson in industry 
and 


business enterprise which may well 
help to start our young people off 
right in' life's busy road. 


There are four ponies to be given 


away, and ther,e will be more than 
four contestants. But those who do 
not win are to be paid a cash per- 
centage on all the new subscribers 
they get. This may amount to a lot, 
and it would be enough of an in- 
centive even were there no ponies to 
be secured. In fact, we know of no 
way in which the boys and girls can 
make a little earnest effort pay- so 
great dividends in cash. It is a busi- 
ness-proposition and It-will help make 
ail who take part in it young busi- 
ness men and business women. 


THE INDEPENDENT NEWSPAPER 


We have seen no more nicely'ex- 


pressed discussion of the advantages 
of the truly independent newspaper 
than that written by Edmund W. 
Booth, publisher of the Grand Rapids 
Press. Mr. Booth is one of .the stur- 
dy class of publishers who does not 
believe a newspaper's sole purpose 
Is to secure dividends; his creed being 
that it has an imposed function as a 
disseminator of truth and an obliga- 
tion to support the right and oppose 
the wrong. In The .Fourth Estate he 
says: 
. . 
: 


"No doubt more than one so-called 
practical newspaper -man would pooh 
pooh a discussion of ethics. 
Henry 


O. Havemeyer,'president of the'sugar 
trust, "when testifying before an in- 
vestigating committee, was asked if 
he had ever considered the ethical 
side of the transaction- he had been 
explaining. 
'To hell 
with ethics,' 


he is reported as saying, 'I am talk- 
ing business.' 
I suppose the Have- 


meyers of uewspaperdom (and I have 
aeard there are a few) would be of 


(b) Support to the men best fit- 


ted in character, experience and abi- 
lity for office, and opposition to the 
unfit of whatever .'party. 


"(c) Scientific 
fairness .towards 


all candidates for office. 
The pur- 


pose to be honest and fair, not -.to 
be subverted, even by the desire to 
beat an unfit man or measure. 


"Second. In general: 
"(.a) Transparent honesty in the 


handling of all news—reporters told 
to get the news, not to color it. 


"(b) Editorial policy guided by 


the rule: 
'The best thing for the 


community and for the people gen- 
erally." 
"(c) Editors and publishers 
urir 


hampered by either party, capitalis- 
tic, labor, sectarian or mere private 
Interests. 
"(d) The dominant motive actuat- 


ing the entire institution, to render 
service, and to work, hand in hand 
with whatever makes for the moral, 
intellectual and material good of the 
people." 


REGARDING MR. TAWNEY. 


In voting tomorrow Minnesota're- 


publicans of the First district should 
remember that the contest for con- 
gress between "Jim" Tawney and T. 
V. Knatvold is a purely republican 
contest. The question- to. be decidsil 
is whether the republicans there will 
nominate for congress Mr. Tawney, 
who is a reactionary, a supporter of 
'Czar" Cannon, a man .out of .sym- 
pathy with the Roosevelt 
-republi- 


canism, or whether.'they'will nomi- 
nate Mr. Knatvold, 'a republican of 
the progressive Roosevelt type. Otn- 
er states have "ditched" their'Taw- 
neys. Wisconsin sidetracked three of 
them this year. It has one left, Con- 
gressman Stafford, who won by a 
beggarly majority, but he will 
go 


next time, and Wisconsin will then 
have disposed of all ,its misrepresen- 
tatives of .the Tawney .type. The Tri- 
bune 'believes • Minnesota's first dis- 
trict republicans-can in no way bet- 
ter serve themselves than by declin- 
ing to further . avail themselves of 
the services.of "Jim"'Tawney, "Joe" 
Cannon-'s "man Friday." 


HEARST A PALPABLE LIAR. 
The accusation of William' Ran- 


dolph Hearst that Mr. Bryan ^secret- 
ly proposed tp.,him that if the Hearst 
papers would support.him this time, 
he in. return would support'Hearst! 
in 1912, is'indeed a serious one. Did 
we believe Mr. Bryan; capable of as- 
sisting the election of such a man as 
Hearst to the,presidency, we would 
feel for him a contempt equal to .that 
which is so popularly entertained for 
the yellow; journalist. 


But the ;Hearst story is palpably, 


what Mr. Bryan .calls it, a lie. The 
facts' establish' this. 
In 1904 Mri 


Bryan was unable to beat Parker for 
the nomination. 
At 
that 
time 


Hearst sought Bryan's support 
to 


defeat the New 
Yprker, and Mr. 


Bryan flatly declined to be- a party 
to Hearst's nomination. 
Just for 


that Mr. Hearst turned against Mr. 
Byran, and has been snarling at him' 


AVHAT AILS HIGH SOCIETY 


(Baltimore Star.) 


The fact that the presses,.of pub- 
lishers today are . xinusually . heavy 
with books alleging to expose the 
sins of society 
betokens 
wrong 


somewhere. Either society has been 
indiscreet or the public demand for 
reading matter is repdaved. The 'so- 
called 
exposures 
are 
nauseous 


enough, with their foolish . wives, 
their faithless husbands 
and 
the 


shattered conventions. 
People 
of 


sound thought, however, will not 
allow'themselves to. be deluded into 
believing that society is as black as 
these books paint, but it may be well, 
at the same time, for those with a 
better viewpoint- to ask themselves 
if by perilling to go unrebuked the 
follies of an irresponsible few they 
have not Invited criticis upon the 
whole. 


Wealth brings responsibilities, but 
it brings liberties, too, and how one 
uses -these reveals his "real character. 
Were society-less lenient with those 
irresponsible few, who live only for 
the flesh and are careless in their 
living, there could be little justifi- 
cation for the fiction of exposure 
which is upon us. 


THE UNEMPLOYED. 


(Boston Globe.) 


When it is said that there Is work 


for everybody, that statement 
re- 


quires some modification. 
It would 


be more correct to say that there is 
work for everybody who is in eco- 
nomic need, of work and who can 
and will work. 
Many persons 
in 


economic need of employment 
ac- 


tually cannot or actually will 
not 


work, but when these two classes are 
eliminated there still remain a num- 
ber of persons who 
cannot 
find 


work, in spite of the antiquated no- 
tion, no longer held by any consid- 
erable percentage of students of so- 
cial facts, that everybody can find 
work that wants it or deserves it. 


Since 'it is impossible ,always 
to 


distinguish between the unemployed' 
honestly seeking work and the unem- 
ployed who profess to seek, but who 
would be very unhappy 
if 
they 


found'work, all persons in need of 
work who are capable of .p 


him on thp 


DaVcy, a foster 
____ ..__•'.' 
. TT. ,, 


The Weather Growlers. 


When spring was here, with Icicles 
A-cbiigitt' to her brow, 


You raved about the weather 


But you ain't a-freezm' now! ' 


You wept for all the peach blooms 


That were blighted on the-bough— 
B 5t°U r.ared-ab°Ut the weather, 


I Ain't this 


" " 


"" 
'-'-- 
iisaBaas 
, • 
.•i4rVi__ji~eft 


THE IRON LORD' 


Hitherto Unpublished Starr of 
Immense Power. 


By 


S. R. CROCKETT. 


(Copyrighted.) 


lift 


.-XT 
^ , 
Nevertheless, I wasted no time, 


the youn-g man. ' Under the name of 


« 
mu 
A. 
, 
••"-•QI* w w i i u 


?J r^J^J^Jf 
heard of, anyhow? 


CIIAUNOEY OLCOTT 


Ragged Robin, Robert 
becomes a 


wandering 
minstrel, 
and 
roams 


round the country singing for a liv- 
ing. 
He comes to the farm of An- 


dew .Grattan, whose .daughter, .Mar- 
garet, is about to marry Martin Dar- 
cy. 
There is a fairy well on- 
the 


place and Robin, unwittingly, slakes 
his thist from its water. 
Margaret 


also drinks from it and a magic spell 
is .woven around them by the fairies 
which brings the girl »nd Robin to- 
gether with irresistible power. Mar- 
tin perceiving it, has Robin driven 
away. 
The story leaps over three 


years and then we find him return- 
ing to Inishannon, a wealthy man 
having been reconciled to his father 
before the tatter's death and suc- 
ceeded to his titles and estates. He 
finds the little village famine strick- 
en and at once relieves the distress. 
Martin Darcy is dead and Margaret 
tree, but her late husband's extra- 
vagance has brought them 
all 
to 


ruin. To earn a living she and hei- 
:-.ged father have been obliged to cut 
turf in the bogs. Robin, directed by 
a fairy dream, and 
guided 
by 
:< 


friendly will-o'-the-wisp, makes 
his 


way across the bogs in the night and 
Is united to his sweetheart at the 
break of day, :j-' 
» 
' 


Mr. Olcott nas composed a num- 


>er of new and very catchy songs for 
;he piece and there is a splendid mu- 
sical setting by 
Frederick 
Knight 


Locau, fcrinerly musical director fir 
Maude 
Adams. 
Mr. 
Pjtou 
has 


mounted the piece in hit, usual lav:sh 
manner, making the most ot the op. 
portunities afforded 
by the 
faijv 


scenes and there is a strong cast in 
-"-'-1- -" "'-"- 
* 


unemployed." 
economist 


THE STRUGGLE OF GOVERNORS. 


(Seattle Post Intelligencer.) 


One of the peculiarities 
of 
the 
present national campaign is 
the 


great demand in evidence for 
the 


political aid, in states outside their 
own, 
of the state 
-governors who 


have made a great appeal to the pop- 
ular sense all 
over 
the .country 


through the stand which they have 
taken on behalf of reforms, a stand 
which has in every instance brought 
upon them the antagonism of the old 
political machines. 


CHILD EATS STRYCHNINE. 


RHINELANDER, Wis , Sept. 14. 


The 1 one year old daughter 
and 


only child of City Attorney and Mrs 
H. F. Steele died after being worked 
over for hours "by physicians. 
Tlie 


little tot had picked up a box of 
pills belonging to a lady visitor and 
had swallowed some of them. They 
contained strychnine. 


EXCUSED 


(Cleveland Plain...Dealer.) 


After- proving that. Mr; Taft once 


played the role of a fairy they are 
now. trying -to show that he used to 
write poetry. But that won't t&and 
against him as long as he didn't-ket 
it into print. 


*'THE DEVIL" IN NEW YORK. 


(St..Louis Republic.) 


"The Devil," being .played in New 
York, is classed as an 
intellectual 


and artistic success, although 
New 


York is-not usually fastidious about 
.he manner in, which it .is played. 


Flabbergasted 


Cabby (who can contain no longer 


his disgust at an indifferent disp'lay) 
—And ye. say that ye hae dane tliis 
hole in twa? 
. 
. 
. 


Golfe 
(reminiscently)—^Ay 
I 


mind it fine. It was a gran' drive 
richt oot o' sicht, ye ken. And, mon 
whan I.cam'. up—I lay .deid on the 
green.;- 
. 
; 
- 


.Caddy-, (with deep disdain.)—WT 


surprise, nae doot!—The Skitch. 


Provocation. 


"Ordered to quit the choir or die!" 


•exclaimed Bilklns, glancing up from 
his paper, 


"Who?" inquired the wife. 
"Member of a choir over 'in 
Jer- 


"Dear, dear," rejoined Mrs. B "I 


didnt suppose anybody sang: as bad- 
ly at that."_Philadelphia Ledgeiv. ,. 


others. 


George Brenrlall-o1: 


o , a n y o w 
Think a while of the hereafter— 


Oh, you won't be freezin' now. 


—Atlanta Constitution. 


* A Convenient Separation. 


A commercial traveler 
struck 
a 


small Arkansas town and asked the 


but . 
its place. 
on the automobile i_ 
For I was very expert with 
. 


my hands—far more so than 
the 


man Kahn. 
I was not afraid that 


he would get away, 
Only that per- 


haps he should find courage to kill 
himself too ,,soon—bet ore I 
could 


straighten .accounts 
with 
him. 
I 


took in store of petrol and started, 
amau ArKansas town and asked the ^ , u Blore OI Pewoi and started, 
landlord of the one hotel to have his" ?? hfS11tolf me the wa>'' « was a 
trunks sent tn tho <,n™,,i 
splendidly dry nieht. anil there worn 


~— ~ V..V, uwl,cl Lu ua,v 


trunks sent to the sample room. 


' 
rtr- 
* 
' 
' ~ 
e 
°St 
drawled, removing the stem of his 
corn-cob from between 
his 
teeth 


Yo couldn't git nobody to come 


look at 'em. 
Yo" have to tote "em 


round to th' sto's yo'self." 


"What's that man waiting for? He 
h.as been sitting on that goods 'box 
all day, with a gun across ifcs knees, 
*•' ••-"» « c uu a^,i uoa j*-i£> j 


the drummer remarked that 
noon. 
after- 


That's one of th' Johnson boys— 


Jim. 
Feud 
between them an' th' 


Cowpers. He's waitin' fer Bill Cow- 
per to come 'long." 


"And 
where is Bill?." 


"He's 
s«ttin' on a box 'cross the 
square waitin' 'fer Jim 
'long." 
to 
come 


pen 


"How long has the feud lasted— 


how many have been killed?" 
the 


drummer asked, grasping at the hope 
that something exciting would hap- 


"Oh, not long—'bout a year," the 


landlord 
replied. 
"Ain't nobody 


killed yet. Yo' see, ther Johnsons 
live out this-away, an' ther Cowpers 
on the other side of town, an' they 
ain't happened to run across 
each 


other so fer."—Philadelphia Ledger. 


Explained. 


"Yes," said Mrs. Dresser, "Miss 


Dowdey is a dear soul." 
."I often wonder," 
said her hus- 


band, "why It is that all you women 
like her so much." 


"Well, you see, she always wears 


such plain gowns and bonnets. She 
never lias anything to make, us en- 
vious."—Philadelphia Press. 


The More Careful Widower. 


In a viilage of Picardy, alter 
a 


long sickness, a farmer's wife fell in- 
to a lethargy. 
Her husband was 


a willing, good man, to believe her 
out of pain, and so according to the 
custom of that country, she 
was 


wrapped in a sheet and carried out to 
be buried. 
But," as luck would have 


it, the bearers carried her so near the 
hedge that the thorns pierced 
the 


sheet and awoke the woman, 
from 


her trance. 
Some 
years aftef * she 


died in reality, and as the funeral 
passed along the husband would ev- 
ery now and then call out "Not too 
near the hedge, neighbors! Not too 
near the hedge!"—Tit-Bits. 


Tommy—Pa, did you really mean 


it when you said you'd whip -any 
one that broke the vase? 


Pa—Just come; here, sir, and I'll 
show you! 


Tommy—Don't show me. 
Show 


Bridget; she just broke 
delphia Press. 


FORMER NOTED ACTRESS NOW ENJOYS HER MILLIONS 


splendidly dry night, ana there were 
only the hundred miles or so before 
me which, had I wished, I could soon 
have burned under the wheels of my 
big Mercedes. 


"I had a map, also, but I did not 


want to catch him too early. I want- 
ed our meeting to be in a place where 
there would be only he and r—neith- 
er man nor beast nor place of re- 
fuge—only above the God of Venge- 
ance, perhaps not so ill-content with 
my work as the Kirktowu minister 
would have us believe. 'For even the 
most holy,' says Pope Nicholas, 'must 
work my Instruments.' And a Mauser 
is an instrument as good as another; 


As I say , I 
hung back in my 


chase, fearful that the very 
sound 


of my Mercedes behind might fright 
him and lead him off the track. 
It 


would have spoiled my 
intentions 


badly, if, for instance, he had taken 
refuge in some town, or even in an 
inn. 
He knew my mission. Fear sat 


deadly upon him. His back was cold 
and his hands dripped. I could tell 
as much by his driving. 
For, being 


at leisure, I could get off and look 
at his tracks. Only going up the hills 
did he steady his going. 
Elsewhere 


he was so afraid of making 
ship- 


wreck of his machine and being left 
there, wounded and helpless perhaps, 
to wait for my coming. 


"Ah, had he only known, this last 


of the Negotin, how careful I was of 
him—that is, till the appointed time. 
Not hastily would I waste him or 
make an end foolishly. Had he not 
led the laughter that day when they 
drew a-circle about our home? 


"It was at a certain little village 
that runs down a hill and then up 
again, clean, whitewashed, and but 
for the hills about Dutch-like, that 
he made the turn I had been waiting 
for. 
The name of it is on the map. 


Thereafter I, knew that he was at 
my mercy. 
So I let him pass well 


Mercedes to her best pace, and from 
that moment overhauled him yard 
by yard. He heard behind the storm- 
ing rush of the big car. Presently 
he came Into sight, driving wildly, 
as I had foreseen, his head 
being 


turned over his shoulder half of the 
"-ne. 


"I waved my hand at him 
and 


known to 
you as Casimir. 
All of 


mine were dead. So they could not' 
laugh—at least, not aloud. 
But tha 


curious thing is that, as I drove the 
n.ckel cartridges off the little band 
of bent metal, I felt the little cold 
fingers which I had always had on 
my wrists slide upwards, helping me 
to press them into the reservoir. 


J.7?6", there began that 
Pursuit 
which will live with live with me all 
my days—that, indeed, for which t 
lhad prayed—if such as I can prav. 
Now, James Kahn 
had lived liotl'v 


and, 
accordingly, he was no match 


for me at the running—no more than 
his French car had been. 
So I ran 


higher on dryer ground, and, paus- 
ing occasionally, shot high and low- 
and every way about him. It Is no 
child's tale to spin by the Christmas 
fireside, so I will make it short. He 
ran and screamed. And I— well I 
ran faster till he was atl 
out 'or 
breath, finding, however, the time 
to tell him over his shoulder of that 
day among the mountains, to remind 
him of his laughter and his father's, 
of the little ones who ran to seek the 
safety they never found, and of a 
daughter of mine whose life he was 
responsible for taking. And he hid 
nis face and screamed—ah, as none 
of ours had done. Then he came to' 
the head of the long black gully OU- 
ed with water. 
Half full It«was. 'or 


a little more. As he made the half- 
turn to save himself across the moor, 
I ran close beside him, keeping along- 
side like a friend. 
He had no lite 


left In him—scarcely even to beg for 
mercy. I do him this justice—I do 
not think that he did—knowing It al- 
together useless and vain. 


"Then I bad him laugh as he had 


done that red day of the white/snow, 
from behind the boulders towards 
which the children ran, my brothers; 
and my sisters. 


"And lo! he did it, hearing through 
his deadly fear my voice as a con- 
demned soldier hears the word of 
command which orders the platoon 
to fire. 


shouted to encourage him, as If it 
had been a race—I with money upon 
him. 
But in his blood there was the 


memory of old 
deeds condemning 


him—or, at the least, leaving him to 
my discretion. And he looked for no 
better than death. 
That was what 


he had justly to expect, though not 
exactly as he anticipated It, "nor for 
the same reasons. 


"I ran the Mercedes at his, as If 
to pass, and I could see his head al- 
ready ducking low to avoid, the bul- 
let. Then I manoeuvred to take him 
behind at full speed, in which case I 
would have thrown him high in the 
air, even If I had not exploded both 
cars. 
But the Mercedes ran 
little 
risk because of Its great size and 
weight. 
So pleased was I with this 


play that the solitary bou.se called 
31atteringshows came 
too 
soon In 


sight. 
He looked anxiously at the 


dyke' at the little garden, 
at 
the 


shark backs of purplish-grey rock. 
But no one came out at the noise of 
our racing wheels. 
With a yell I 


rushed him, and in a moment we 
were past and out on the moor again. 


"Yes, I played with him as a cat 
does 
with & mouse, 
now 
surging 


along as if to end him, and anon 
drawing slowly off. But a mile or 
two further there is a curious dip in 
the road, down which we raced. A 
tall obelisk, doubtless set there in 
memory of some great 
fighter 
of 


times long past—perhaps the Black 
George of Galloway—crowned a lit- 
tie heather mound to the right. 


v "I could see the yellow 
French 


car slacken speed as It took the hill 
opposite. 
On 
the 
contrary 
the 


weight of my Mercedes carried her to 
the top with 
unabated 
force. 
He 


needed fuel, too, and was beginning 
to know it. 
Before me I saw the 


wide country spread to a horizon of 
low whale-backed ridges, with the 
rocks I have 
spoken 
of 
(called 


'dints') air about—a dreary place, 
but fit for my work. There was also 
a long ditch showing black among 
the turfy heather, all gashed 
into 


deep cracks, and proper for my; pur- 
pose as if it had 
been 
made so. 


'As,! salth Pope Nicholas, 'it was in- 
deed.' 
I have confessed to him al- 


ready since my return, for he IB high 
in the Committees. 


"Then, because it was time to end, 


I caused the heavy Mercedes to sweep 
up abreast of the lighter/French, car, 
from the right' side. " It was a nar- 
row way. Fair on the chassis, a lit. 
tie before the rear wheel, I struck, 
and our: weight and force turned the 
yellow-car over into.-a little ravine. 
But Nicholaivitch Negotin-, who was 
James Kahn,. stood on Ms feet.and 
eaped, casting his coat, in which was 
ihe. plunder of his master,1, well be- 
fore him. He landed fair, and stoop- 
ed to gather up his treasure:. But 
seeing my face, as r think; under the 
crook of his-arm, he left all,and fled 
ior his life. 
• ' . 


"'Truly,' saith our Papa Batyus- 


kin, the holy Nicholas, 
'all that a 


BOSTON,, Mass., Sept. .i-l.^-The "Lotta" of .olden days, whose popu- 


larity on the. stage is,-far .famed, stih retains her vivacity and 
thorough 


enjoyment'of life' .which made.her such an -Interesting- .actress while on kin, the holy Nicholas, 
"'all that a 


the stage. 
In recrit' years she has'..amassed an immense ^wealth, and to- man hath will he give,for his life.' 


day owns many -milions of 'dollars', .worth' of property in Boston. 
In line He saw me stand up in the Mercedes 


with John; Gates . and .other wealthy, financiers/who have, a -pet, hobby, lioV -••"-- -'-"-- -*--' 
-- "- 


ta has..taken to the race';track' and'-has •.become almost as 
well- .known 


through her. famous horses'on the ,'grand 'circuit; as by .hers'.tage. career... 


, 
"Sonoma'Girl'.'..and .o.theiv tainpus racers are her proud' possessions. 


She enjoys, the-race.track'thorbughiy, -and'; is frequently, seen at the big 


•fitting the stock upon the Mauser 
pistol. 
He screamed 
and ran. I 


laughed. 
' 


"It sounded curious, even to my- 


self, in- tliat lonely, 'place. 
You see. 


thers was only, I, the quiet • clerk 


Yes, he laughed, as when my lit- 
tle daughter dropped sideways across 
my shoulders. Yes, he laughed, run- 
ning .and laughing, 'believe me who - 
will. 
It is true, and, as he turned 


sideways at the end of the water- 
gorge, I shot him quietly and steadi- 
ly, as if taking aim at a target And 
then, for the first time for years, the 
grasn of those cold little fingers ot 
my dead daughter dropped from oft 
•' 
my wrists.!" 


CAPTEB XMV 
Tbo Wrong Man. 


This narrative comes here in- th» , 


proper place where it has been In- 
serted by the editor of these 
me- 


moirs. But of course, Phil Calmont, 
Walter Grlndling. and the Inspector 
did not give up the search when they* • 
found the body of James Kahn. Thoyi * 
did not know these things till Jong V 
afterwards. 
On the hilltop the Ih-i ' 


spector got hold of a small herdboy' ' 
whom he sent to the station-master - 
at Dromore 
with 
a 
message. 
A. 
^ 


hearse was to,be wired for, fnd.tak-,^ 
en with relays of horses to the rail 
at Dalmellington—thence- back': to; '• 
KIrktown. ' 


"They will never believe," he said.* ' 


'unless they see him wlfh the hoi* 
In his head and the pluo.es nocHlpc' 
ab-j-:l him!" 


The three went on, having covered. 


the dead v man 
carefully with the,, ' 


:hick waterproof apron of the wreck-,",* 
ed car. They placed a stone at each1; ' 
corner and so left him. Be sure that; • 
no .one on that Galloway moor would* "'• 
lave disturbed his rest for all the1 
Romer fortune—even 
had it been 


there and untouched. 


So 
the 
three 
continued .their 


search. They could well leave their 
own car behind with their late angry; 
chauffeur. 
• They had only a few.* 
, 


miles before them ere the wild hill 
track turned into the great Galloway 
shore-road, and they saw before them: 
the town of Newton-Stewart smoking. 
beneath Its; range of heights. 


But Phir made them turn the .oth- 
er way. ' Creetown-—the tug waiting 
between the Isle of Fleet 
and the 


mouth of the Cree, pointed clearly 
the road to the end of their search. 


In front of an inn there was some- 


thing of a crowd, as crowds go In, • 
Galloway. There were two or three- 
* 


women, one man, and a dozen boys 
with satchels on their backs.' 


There was also the Mercedes car, 


standing on the road, and, half ap- 
pearln-g beneath It, half lost under' ' 
the ble power-box in front, were the" 
legs -of a man. 


ITO b» continued-^- 


When a rich man is seriously HI 


he sees a lot of people 
standing 


around waiting for- his old shoes. 


Open a 
Savings Account 
with the 
Balavian 
National Bank 
La Crosse, Wis. 
Capital & Surplus 
$500,000.00 
Deposits made on 
or before the 5th 
of each month 
draw interest 
from the 1st 


Write wi about how to ' 
bank by matt. 
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JENKS BUILDS TWO 


LARGER ICEHOUSES 
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Millinery opening .at-Mrs. Taylor's, 
811 Rose street. 


Dr. F. H. , McGovern 
has 
taken 


FAILED TO SUPPLY HIS CUSTOM. 


ERS THIS YEAR 


MANY SUFFERED TOWARD END 


Jforth Side Ice Man Claims He AVill 


Have Enough to Lnst Through^ 


Jfext Sumra-ei1 


The Arctic Ice and Fuel company 
have started building two new ice 
houses in addition 'to the-one now -in 
use. The foundation to the largest 
one is done and the building work 
will be 'rushed as fast as possible. 
The addition will nearly double the 
capacity of the company, which put 
up about 14,000 tons of ice last 
year. The company expects to put 
up in the neighborhood of 20,000 
tons this year which will enable them 
to furnish the entire city beside 
their other contracts, leaving about 
2,000 tons surplus. They will also 


charge of the North Side branch'de'n- 
tal office for Dr.. C..-H. Farrand at 
802 Rose street, office formerly in 
charge of Dr.'Page. 
Dr. McGovern 


comes,here highly recommended and 
is sure to please the old patrons as 
well as the -new. 


Wiliam Furlong of Austin; Minn:, 


who'has been the. guest of J. Harvy 
West, returned to his home today. 


Mrs. , Fred Shuman left for Mid- 


way yesterday,! where she .will spend 
a week visiting, her parents. 


Miss Mary,'^Murphy returned . to 


Toman Sunday after visiting her rel- 
atives on the north side. 
The Sunday 'school conference will 


be entertained.-this evening by Earl 
Staats at his.home'.on Charles street. 
John Burns-Jeft .for Grand-Junc- 


tion, where he haVsecured a position 
as operator. 


John Olsen left this morning for 


St. Paul, where he will visit friends. 


.Herman Larson has resugned his 


position on the "Q" and will-leave 
Thursday. for Madison- to attend the 
university. 
, Mr. andrMrs. D. L. Weida returned 
from 'St.: Paul last 
evening. 
Mr. 


Weida has been confined in 'a sani- 
tarium on account of poor health. 


Frank Bea-dle. left for ithe northern 
part of the state, where he will spend 
a month: 


W. P. Long, who has been serious- 


ly ill with typhoid fever, is slowly 
recovering. 


Rev. Henry of Tomah is the guest 


of L. L. Sanders for a few days. 
• 


Miss. Evelyn Huntley left for Ban- 


gor, where she, "has accepted a posi- 


TAFT SHOULD WIN 


have enough teams working beyond j tion as teacher. 
Eleventh .street next year to supply 
any demand made upon them. This 
year the company did not supply ice 
farther out 
than 
Eleventh street, 


which compelled the consumers to 
take from one company only. • . ' 


L. C. Jenks, manager of the com- 
pany, says that the company will in- 
crease their working force about 12 
or 14 men next summer and the in- 
crease of the winter force will bring 
the total number of employes "to 60 ms sreat qualities are to be spent 
men. This force will work all win-i^itli lavish freedom in their service. 


(Continued from page 1.1 


of his fellow countrymen are in very 
truth his friends and brothers, that 
their interests are his, and that all 


ter hauling and putting up ice. The 
Ice will be cut in Black river and 
all the work done on the north side, 
wheje the'plant is located. 
During 


the 'season now • closing the Arctic 
Ice company failed to deliver ice to 
a large number: of their customers 
and scores of private families were 
forced to go without ice for about 
a month at the end o£ the season. 


Flesh, wblfce, rink, brunettes; Satin sUJn 
powder is made in 4 dainty tints. JSe. 
BRING IN "93" 


AHEAD OF TIME 


The honest man of means, the honest 
and law-abiding business man 
can 


feel safe in his hands because of the 
very fact that the dishonest man of 
great wealth, the man who swindles 
or robs his .fellows, would not so 
much as dare to defend his evil do- 
ing in Mr. Taft's presence. 
In the Interests of AH. 
"The honest wage-worker,, the hon- 
est laboring,man, the.honest farmer, 
the honest merchanic or small trader, 
or man of small means, can feel that 
Jin a peculiar sense Mr. Taft will he 
'his representative 
because 
of the 
very fact that he has the same scorn 
for the demagogue that he has for 
the corruptionist, and that he would 
front threats of personal 'violence 


east, broke the record Saturday by 
pulling in at • 1:50, 
15 
minutes 
ahead of time. 
duetor and R. Blanchard engineer of 
the train, which had never failed, un- 
til then, to be late. . 


Tuesday the train crew started out 


would front the 'bitter anger of 
the 
wealthiest and- most powerful cor- 


to spur them on, the crew endeavored 
to lower that record Saturday. 
By 
hard work and close 
figuring they 


succeeded in "bringing the train in at 
1:50, much to the astonishment 
of 
the railroad men who had scouted the 
idea of a feat so wonderful. 


T 
(.,, 
- . 
. 
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L. Shackley is con- ^orations. Broad though his svmpa- 
'»'»•'«»•*• «""•""»•«' thies are, there is in him not 
the 


slightest tinge of weakness. No con- 
sideration of personal interest, any 
•more than of fear for his personal 


, could make him swerve 
a 


breadth from the course which 
he regards as right and in the inter- 
est of the whole people. , 


Taft as Roosevelt Knoits Him. 
"I have a peculiar interest in the 
success of Mr. Taft, and in seeing 
him "backed by a 'majority in both 
houses of congress which will heart- 
ily support his policies. For the past 
ten years,..while I have'been, gover- 
nor of New York and president, I 
have been thrown into the 
closest 


intimacy with him, and he and I 


WILL CELEBRATE 
AN ANNIVERSARY 


The Rebekahs will celebrate the 


fifth anniversary of the Rebekah de- 
gree at Odd Fellows' temple, south 
Fourth street on Wednesday evening, 
Sept. 16th.. .All Odd Fellows and 
their families are invited. 
An ap- 
propriate program will be given after 
which-refreshments will be served 


tion of the federal government. 
• Railroads Would Be Surprised. 


"The law as laid down by the fed- 
eral courts clearly shows that 
the I 


states have not and cannot devise 
laws adequate to meet the •problems' 
:caused--by" the great growth of 
the 


railroads doing an 
interstate com- 


merce 'business, for more'than' four- 
fifths of the -business of the 
rail- 


.roads is interstate, and under; the 
constitution of the United States ofl- 
.ly : the, federal government can exer- 
cls,e control thereover. 
It is abso- 


lutely .necessary that this 
control 


should -be affirmative and thorough- 
going. 
All interstate., business car- 


ried on by the 
great , corporations 


should, in the Interest^'of the whole 
people, be far more closely supervis- 
ed than at'"present by the national 
government; but this is especially 
true ,of the railroads, which nanuot 
exist at all save by the exercise-of 
powers granted them on behalf of 
the people, and 
which, therefore, 


should 'be held to a peculiar account- 
ability to the people. 


Must Treat Railroads Justly. 
"'It Is In the interest of ttie people 


that- they should not be permitted to 
do injustice; and it is no less to the 
interest of the 
people that 
they 


should not suffer injustice. 
Their 


•prime purpose is to carry the com- 
modities of the-farmers and the bus- 
iness men, and they 
could not be 


built save for the -money contributed 
to them -by,.their shareholders; 'they 
could no,t 'be run at- all save for the 
money paid out in wages to the rail- 
road employes; and, 
finally, 
they 


could not Oje run judiciously, or prof- 
itably, to any one, were it not for the 
employment by them of some master- 
ful guiding intelligence, whether of 
one man or of a group of men. There 
are therefore several sets of inter- 
ests to be considered; Each must re- 
ceive proper consideration .and when 
anyone of them selfishly, demands ex- 
clusive consideration 
the 
demand 


•must be refused. 


Stock Watering Should Stop 


"Along certain lines all of these 


groups have the same interests. It-is 
to the interest of the 'shipper, farm- 
er, .wageworker, business man, hon- 
est shareholder and honest manager 
alike that there should be economy, 
honesty, intelligence and fair treat- 
ment of all. To put an effective stop 
to stock watering would, be a -benefit 
to everybody, except the swindlers, 
who 
p'rofit by stock watering; 
it 


would benefit the honest shareholder 
because honest 
investments would 


not be brought into competition with 
mere paper, 
it would benefit the 
wageworker benause then the money 
earned does not have to go to pay 
•interest on watered capital, more of 
it is left, out of whicli to pay wages 
and it would benefit the shiper be- 
cause when only, honest stockholders 
have to be paid interest; rates need 
not he improperly raised, it would 
benefit the public 
because 
there 


would be ample money with which to 
give sufficient service. Similarly the 
prevention of favoritism as among 
shippers, does no damage to anyone 
who Is honest and confers great good 
upon the smaller business man and 
farmer, whom it relieves of oppres- 
sion. 


Y. M, C. A. STARTS 
BUSY FALL SESSION 


LOCAL MEN TO TAKE CHARGE 


OP PHYSICAL WORK 


LOCKMAN 
AND 
ER1CKSON 


Hire an Expert When the New Build. 


in is Ready; Committees for the 


Year are Appointed 


shoulder. We have the same views 
as to what is demanded' by the na- 
tional Interest and honor, both with- 


Must Derive Just Profits' 
"Again, such supervising of ac- 


counts and management as will pre- 
vent 
crookedness and oppression 
works good, directly or indirectly, to 
all honest people. Therefore every- 
thing that can be done along all 
these lines should be done; and no 
man's legitimate 
interest 
would 
theeby be hurt. But after, this point 
has been reached great care must be 
exercised -not to work injustice to 
one class in the effort to show favor 
to another class, and each class nat- 
urally tends'to remember only its 
own needs. Th'e stockholders must 
receive an ample return on their In- 
vestment or the railroads cannot be 
builit and successfully maintained, 
and the rates to shippers and the 
wages to employes, ffom the highest 


At a meeting: of ithe directors Sat- 
urday evening the fall and winter 
work for the .Y. M. C. A. was laid 
out, and it was decided not to hire 
an outside physical ' director until 
the new building is completed. It. 
is now late in the season, and' the 
committee, consisting of C, L. Bald- 
win, P. M. Brink, O. J. Ash and F. 
H. Schofield decided most of the 
better instructors had been hired 
else'where and it would be impossible 
to get the best sort of a man.. As a 
consequence E. A. Lockman and E.' 
H. Erickson, local young men, were 
hired' to take charge of the work, 
and will devote their time and atten- 
tion >to it, being upon a salary. 
W. H. Wons, Milwaukee, state sec- 
retary of the boys' department, -will, 
come here early next month, to re- 
organize the boys' department for 
the winter "and the work promises to 
be the most complete taken up foi 
several vseaspns. Among other things 
the members will build some skiffs 
for use at the'Y. M. C. A. camp next 
summer. The camp is now closed, but 
parties are at the grounds almost 
every day, taking their own lunch.' 


New Committees 


The 
committees for the coming 


season are: 
' Devotional, 
committee—P. 
M. 


Brink, chairman; C. F. Emery, P. T. 
Schulze, Wm". Ruehlman, H. L. Tay- 
lor, J. M. Holley, Sr.' 


Membership 
committee—F. • J. 


Corry, chairman; T. H. Erickson Dr 
E. N. Reed. 


Finance committee—J. M. Holley, 


Jr., chairm'an;F. J. Tiffany. 


Rooms, printing and library corn- 
mittee — Geo. H. 
Carl Ogden, Dr. 
G. Hall, -Norman Beans. 


Clark, chairman; 
W. Hedderich, N. 


Lecture course 
Ogden, chairman; 
ton, A. C. Schmidt. 


committee—Carl 
H. L. Worthing- 


SLUGGERS DEFEAT 


THE LOCALS TWICE 


The Indian Hill Sluggers defeated 
the Goose Green locals in a double 
header yesterday on the Indian Hil 
grounds by. S .to 1 and by 12 to 3 
The batteries 
were,_ Indian; Hill 
Sluggers, Arenz and Kreuger; Lo- 
cals, - Sleberfritz, 
Steveadors 
and 
Lempke. 
' • 


FUNERAL SUNDAY 


The funeral of Ray Hiiggins was 


held 
Sunday 
afternoon at :2:30 


o'clock from the Tabernacle Baptisl 
church, Rev. Sanders officiated at 
the services, which were attended by 
a large body of railroad -men,-among 
whom the man 
was 
well 
liked. 
The interment was made in the Oafe 
Grove cemetery with William Dwyer 
In charge. ' 


PRANK SLOCUM AT REST 


The last tribute to Franlc Slociim 


was paid this afternoon 
at 
2:30 


o'clonk <at the. Tabernacle 
Baptist 


church, Rev. Sanders preached the 
sermon which was attended by a 
largg number of/friends of the dead 
man. The interment was made in the 
Onalaska cemetery with Sletten in 
charge. 


BURIED YESTERDAY 


The funeral of Peter Schlabach 


was held from the residence at 1423 
George street at 10 o'clock yesterday 
morning. Rev. "W. P. Schlein officiat- 
ed at the services. The body was then 
taken to La Crescent, where'a":service 
•was held at the Methodist church at 
1:30 o'clock. The burial took place 
In the Pine Creek cemetery. 


People like a' good: 
an a pretty one. 
baby 
better 


. 


touch^on two matters now prominent 
in the public mind. 


"Mr. Taft can be trusted to exact 


justice from the railroads for 
the 


very reason that he can be trusted to 
do justice to the railroads. The rail- 
roads are the chief instruments of 
interstate comim'e,rce in the country, 
and they can neither be held to a 
proper 'accountability on the 
one 


hand nor given proper'protection on 
the other save by'the affirmative ac. 


in our own borders, and as regards I to the lowest, must all be condition- 
the relations of this nation with oth-led upon this fact. On the other hand, 
er nations. There is no fight for de- in a public service corporation we 
cency and fair d-ealing which I have I have no right to allow such excessive 
waged-in. which I have not had • his profits as will necessitatt raWs he- 
heartiest and most 
effective 
sym- ' 
- - . . . . 


pathy and support, and-'the policies 
for which I stand are .his/policies as 
/much as mine. 


"It is not possible in the space of 
this letter to 'discuss all the many 
and infinitely varied questions of mo- 
ment with which Mr. Taft as presi- 
dent would have to deal; let him be 
judged by what .he has himself .-done, 
an'd by what the administration, in 
which he has played so conspicuous 
a part, has done, B»t to illustrate 
just1 what his. attitude Is, 
let one 


ing unduly high and wages duly low. 


^.Arrangement Must be Fair 
"Again, while jln, all proper ways 
rates must be kept low, we must al- 
ways 
remember that we have 
no 
right and no justification to reduce 
them whjan the result is the reduc- 
tion, of the wages of the great army 
of railroad men. A fair working ar- 
rangement . must be -devised accord- 
ing to the needs of the several cases, 
so that profits, wages and rates shall 
each be reasonable, with reference to 
the other two—and in wages 'I in- 
clude the properly -large amounts 
which should always be paid' to those 
whose masterful ability is required 
for the successful direction of great 
enterprises. Combinations which fa- 
vor such an equitable arrangement 
should' themselves be favored and not 
forbidden ,«by 
law; although they 


should be strictly supervised by the 
government through the interstate 
commerce commission, which, should 
have the power of passing summarily 


Educational committee—Dy. E. N 


Reed, chairman; C. L. Baldwin, E. 
M. Tufts. 
• 
., 


Boys' work committee>-4Prof: L. P., 


Benezet, chairman^ j". M. Holley, Jr., 
Ira S. Fuller, Arthur Gelatt, Harold 
Davis. 
i 


Social committee—Oscar Straub, 
L. M. A. Roy, J. C. Callaway, E. E. 
Dow, 
Chas, Bonneville, C L.Cilley' 
O. C. Nelson. 


Gymnasium 
committee—P. 
T. 


Schulze, chairman; E. A. Erickson, 
F. J. Corry, E. H. Erickson, 
Fred 
Buchda. 


Officers and Directors 


The present _ offiners and directors 


of the association are: 


Board of trustees—W. W. Cargill, 
E. E. Bentley, F. tu Schofield. 


President—F. H. Schofield. 
Vice president—Geo. W: Burton. 
Treasurer—F. G. Tiffany. 
Recording 
secretary — P. 
T, 
Schulze^ 


Directors—P. M. ' Brink, E. R. 


Burke, Alfred James, W. W. Withee 
C. L. Baldwin, . W. Holley, Jr., Geo. 
H. Ray, E. G. Boyniton..' 


Building committee—Geo. W. Bur- 


ton, chairman; E. E. Bentley, treas- 
urer; Geo. H. Bradish, F. G. Boyn- 
ton, Alfred James. 


• Employe*! Officers 


Oliver J. Ash, acting general sec- 
retary. 


Earl A. Lockman, boys' work di- 
rector. 


'E. H. Erickson, physical director, 


the business interests of the country 


"The man to trust in such a mat- 


ter as this is the man who, "like Judge 
Taft, does not promise too much, but 


upon not only the question of the «- 
duction but the raising of rates 


Taft the Man to Trust 
"This railroad problem is itself 


one of the phases of one of the great- 
est and most intricate problems of 
our civilization; for, its-proper solu- 
tion we. need 
not 
mere honesty 


and courage, but judgment"; common 
sense 
and 
entire fairmindedness. 


Demagogism in such a matter is as 
itself111 t0 W°rlt evfl:ias corruption 
raise' the wages of railroad, emplojvg 
to the highest' point and at the same 
Dime 
to 
reduce 


the 
olwest 
point 


TER 
--A POUND -J 


AT WHOLESALE PRICES 
TO OUR CUSTOMERS 


ITH A VIEW TO STILL FURTHER INCREAS- 


ing our already immense trade on Milk, Cream, Cot-| 
tage Cheese, Butter Milk, etc., we are. offering as a 


special inducement to new and old customers Extra Fancy 
Pasteurized Butter at 25c. (This grade 'of 
Butteifj 


now selling elsewhere at 28c and going to 30c.) To patrons only. 
WILL YOU BECOME A CUSTOMER? 


Ask the drivers or telephone in via 297 either system for infoiv.' 
mation regarding our special butter proposition. 
Ask 
for 


the Coupon. Save On Your BUTTER BILLS. 


LA CROSSE PURE FOOD CO. 


^MANUFACTURERS OF PURE FOOD PRODUCTS: 


108 SOUTH SECOND STREET. 
DAIRY LUNCH. 118 MAIN STREET. 


La Crosse Day 


at Vernon County Fair, Viroqua, 
Thursday, September 17th, 
1908. 


Special Train on La Crosse and 
Southeastern Railway leaves at 
9:00 A. M. 


Leaves Viroqua, returning at 5:3O 
P. M. Excursion Tickets at Half 
Rates. 


Don't Miss It 


who cannot be swayed from the path 
of duty by any argument, by any con- 
sideration; ho will wage relentless 
war on the successful 
wrongdoer 


among railroad' men as among1 all 
other men; who will dp all 'that can 
be done to secure legitimately Jaw 
rates to shippers .and absolute even- 
ness • among ^the rates ttus secured; 
but who will neither promise nor ut-, 
tepipt to secure rates so low that('the 
wage earner would lose his earnings 
and 'the shareholder, .whose, money 


rates 
to 
is .. promis- 
ing 
what 
neither he nor any- 


one else can perform, and if the ef- 
fort-to .perform it were attempted 
disaster- would result to both ship- 
per and wageworker, and ruin to 


Just because a man- sometimes 
wants to do- as he pleases there ara 
those who think' he 
-wants 
to do 
something terrible. ' 


, Music is said to ,be the food of love 


-—but you can't induce the .'butcher 
and grocer to swallow such talk. 


JOSEPH BLUMENTRITT 


NOW WJTHSOO LINE 


The. friends and- relatives of Jo- 
seph L.' Blumentritt, second eldest 
son of the late, Louis Blumentritt 
will perhaps.be pleased to learn that 
he has received a position at .North 
Bscanaba, Mich., on the Soo line and 
-will wish him every success.—Wino- 
na Re.-Herald. 


1 A -Diplomatic Tramp 


"Why don't you vamoose- I said 
no." 


"Ah, madame, a beautiful woman's 
no often means yes." 


He got the cold bite for whtcb. he 


was pleading, and it was even warm- 
ed over for him.—Louisville Courier- 


A Relief 


,. .. 
T, old wan!" exclaimed Bull] 
at the Literary club reception. "I tali 
you here/' dellgh"ul surPrtf* to ^ 


Brown S°°d °*>you to say BO," replied' 


"Y?8. y°« see I 
was afraid f 
wouldnt find anrobdv but bright; 


A Sad Blunder 


"Fanny has given notice."' 
"Why?" 
• . • • ' - . - . . 


"She says you spoke in ;i 
brutar 
manner to her on the telephone yes-* 
terday." 
; 


"Yesterday? I thought I wae speak, 


ing to you."—Meggendorfer Blaet-! 


THE NEXT PRESIDENT" will be in favor of 


WHEAT 


.Heat in Oven Before Serving 


MONDAY, SEPT. 14, 
THE LA C R O S S E TRIBUNE 


Jersey Sweet Potatoes 


Labeled Baskets Concord Grapes 


V 


Peaches and Pears 


This is the week tor low prices 


[JOHN C. BURNS FRUIT HOUSE] 


VANILLA. STRAWBERRY AND 
CHOCOLATE IN QUART BRICKS 


ICE CREAM & BUTTER, COMPANY. 


Y O U 
Should' discriminate 
between 


ordinary Ginger Ale and 


Niebuer's 
Ginger Ale 


• They bear no 
closer 
resem- 


blance than water does. Nei- 
uhr's Ginger Ale is made after 
the most improved 
methods 


and from the purest materials. 
Every home 
should 
have a 


case of the best., Then order 
by phone from 


N. S. BOTTLIN6 WORKS 
911-913 ROSE STREET. 


DR. MAYO'S NIECE 


WEDS JR. SURGEON 


MRS. ALBERT NICHOLS OF 
LA 


CROSSE AMONG THE GUESTS 


EDWARD STARR JUDD GROOM 


Weds Miss Helen Berkmon, Niece of 


. the Famous Drs. W. J. and 


C. H. Mayo 


ROCHESTER, Minn., Sept. 14. — 


THE 


GROUP PICTURES 


made in this city by vistiing our 
studio. 


We make a specialty of family 


groups and other 
large 
photos 


such as lodges, picnic parties and 
reunions. 


We arrange each member of the 


group so they will show clearly in 
the picture. 


Stop in and see some of 
our 


work. 
PRYOR 52*Main St. 


THE 
FASHION 
SHOP" 


Women's New Garment Store. 


BEIMAN & TORDT.- 


5S5 Main St.fopp. Cathedral) 


La Crosse, Wis. 


MINNESOTA AND 


THE NORTHWEST 


FIRES STILL RAGE 


ON NORTH SHORES 


DESTRUCTION IS GREATER THAN 


WAS FIRST REPORTED" 


NO DEATHS YET REPORTED 


Rain Continues to Hold Off—Estim- 


ated loss to Iron Range will 


Exceed $-1,000,000 
l 


DULUTH, Sept. 
14.—The 
forest 


fires on the north shore are still 
raging, but while destruction is great 
and widespread,'no details have been 
reported. 


The fires on the iron range are 


rapidly subsiding after having done 
damage estimated at $4,000,000, in- 
cluding the destruction 'of one large 
town, the ruin of houses of farmers 
and the desolation of a countryside, 
several hundred square miles in ex- 
tent. 


Not a drop from the rain storm 


which visited the middle and south- 


Berkman. 
The ceremony was ' per- 


formed by the Rev. W. W.: Fowler, 


Dr. Edward Starr Judd 
and 
Miss 


Helen Berkman 
were 
married at 
noon Saturday at the home of theiern portions of the state fell on the 
'bride's parents. Dr. and Mrs. D. M. ra°nge or along the north shore. 


The north shore of Lake Superior 


for nearly 100 miles is a seething 


rector of the Episcopal church 
The Imass o£ 
flames or a charred and 


groom is the junior surgeon in 
St. j smoking wilderness, where the con- 


Mary's hospital, and has a world-1flasration bas 
BweP* °ver it con- 


wide reputation. 
The bride is 
a|suininS Its stately forests and the 


granddaughter of Dr W W Mayo k°mes of its hundreds of settlers, 
and a niece of Doctors W J and C* The stealuer America has just arriv- 
H. Mayo. There was neither brides-' ed from the scene of the disaster and 
maid nor groomsman. An elaborate !^£° +v 
luncheon followed the ceremony. Dr. 
and Mrs. Judd have left on a wedding 
trip, and will return to this city to 
reside. 


They are two of the imost popular 


young people in this city, and 
re- 


ceived congratulations ifrom-all sides. 


Mrs. 
Will 
Benson', 
Mrs. 
Adam 


Balfour and Miss Hazel Barfour, of 


WHICH 


•will you have 


POOR HEALTH or 
Grape-Nuts? 


You can't have both. 
"There's a Reason" 


fire is -much larger 
and the destruction more complete 
than at first supposed. 
, 


Deputy City Clerk Zimmermann of 


Duluth and a cruiser, who have been 
hunting in the affected.districts, are 
missing and 
may 
have 
perished. 


There were hundreds of narrow es- 
capes and only the tiifiely arrival of 
the government vessel prevented a 
wholesale tragedy. 


Nothing but heavy rains can save 


the north shore district and there is 
no indication of these., 
NORTHWEST IN BRIEF 


BISMARCK, N. D.—Gov. 
Burke 


has appointed 
the .following dele- 


gates to - the Farmers' National con- 
gress at Madison, . Wis., 
Sept. 24; 


William Keister, Berwick,. William 


St. Paul, and the Misses Ruth Rof- 
holt, Laura Tennant, Grace Prick, 
Grace Matthewson and Helen Smith, 
of Minneapolis; Mrs. Servoss, of New 
York, and Mrs. Albert Nichols, of La 
Crosse, were out of1 town guests. 


PERSONALS 


FORD—The Car of Quality. 
Henry N. Boehm 
has 
returned 


from attending the state lair at Mil- 
waukee. 


Mrs. Ellen Richards of this city .is 


a .guest at the home of John Ivej-s at 
Prairie du Chien. 


Dr. George Powell, consulting phy- 


sician and' surgeon; 


Agnes, the infant daughter of Mr. 


and Mrs. William O'Gar of the Mor- 
mon 
Coulee road, 
died 
Saturday 


'morning at: 9:30 o'clock. 


Oscar Lienlokken, night editor of 


the Pioneer Press of St. Paul, is en- 
joying a vacation in La Crosse, his 
former home. 


Dr. Will Powell, diseases of women. 
Ralph Foster of Trempealeau has 


accepted a 'position as ticket agent 
on the .Northwestern road at Dead- 
wood, S. D. 


John Cook and wife of La Grosse- 


are in Milwaukee. 


Sampel McKay Dague of the gov- 


ernment pension service spent Sun- 
day in the city. 


Watch Svengall make 
the blind- 


fold drive tomorrow at 10:30 a. m. 


Phone Gateway City Transfer Line 


for your next hack call. Phone 179. 


S. Day, 
United States pension 


agent, is in 'the city on a business 
mission connected with the pension 
department. 


A. J. Dove of Sparta was the guest 


•of friends in La Crosse over Sunday. 


William Kunston 
of :New Albin 


was a business caller in La Crosse 
the latter part of the week. 


J. A. Johnson of Minot, S. D;, is 


visiting friends! and relatives in the 
city for a short time. 


F. J. Ruland of Mindoro -was a 


'business caller in 'the city the latter 
part of last week. 


John Frederickson has returned to 


his home in Galesville atfer transact- 
ing business in .the city. 


CITY NEWS 


Evans, Granville; 
George Greeley, 


Greeley;: William Clifford .and M. ,O. 
Hall, Mohall; George Platzer, Fort 
Rice; Herman Nelson, Ray, and S. 
Edwards, Argusville. 


MBDORA, N. D.—The flmonths- 


qld son of Station Agent Hesser of 
this place, died suddenly. He is sup- 
posed to have eaten a tablet of mer- 
curic chloride. 


MASON CITY, Iowa.—Thieves last 


night broke into the Smith and Ge- 
hart pantatorium, stealing 200 gar- 
ments valued at $700. 
There is no 


clue to the robbery. 


BISMARCK, N. D.—No word has 


been heard of the whereabouts of 
Mrs. Jack Riggs of this city, who dis- 
appeared three weeks ago-and the 
case is a great mystery to all her 
friends, who know of no reason for 
her leaving. 


WINONA, Minn.—Dr. 
Arthur T. 


Rowe, of Larimore,,N. D., and: Miss 
Marion G. Degnan of this city, were 
united in marriage here, Rev. Fath- 
er P. J. Gallagher officiating. 


HERON 
LAKE, 
Minn.—James 


Dalzel, Frank Campbell and 
Guy 


Cornish, who were arrested by M. B. 
Dunn, game warden of Jackson,' on 
Sept. 1, for having too many ducks 
in their possession, were brought be- 
fore a justice and released under 
bonds of $300 each. 


FARGO, N. D.—There is a hog 


cholera epidemic in some parts of 
the state and to avoid the possibility 
of its spreading -to the animals on 
the experimental -farm in connection 
with the North Dakota Agrinultural 
college, all the hogs have been In- 
oculated with the new vaccine. 
MISSING BODY FOUND 


HUNG ON TREE 


ST. PAUL, Minn., Sept. 14.—Jo- 


seph Krnoun, the aged 
Bohemian 


who had been missing from his home 
since last Monday, was found hang- 
ing from a tree near the Fort Snell- 
ing bridge. It is thought that 
the 


body had been hanging for at least 
two days, as the noose, made of or- 
dinary wrapping twine, 
had 
cut 


through the skin of the neck. 
The 


body was cut down by Deputy Cor- 
oner T. J. Maloney and afterwards 
taken to the county moifeue. It was 
identified 'by metnbers of the family, 
who had it transferred to the under- 
taking rooms of Connolly & -McDe- 
vitt, Seven Corners. 


BLOWS OFF PART OF FACE. 


CROSBY, N. D., Sept. 14.—Arthur 


Dahl is in a Crosby hospital with the 
left side of his nose blown off; sev- 
eral teeth missing, and the fleshy 
portion of his thumb torn away as 
the result of leaning over the muzzle 
of a shotgun he did not know was 
loaded., He was returning 
home 


from a chicken hunt, and while in 
conversation with some friends, cas- 
ually leaned over the muzzle of the 
gun, already cocked and ready 
to 


fire. 
He will recover, but will be 


disfigured for life. 


IRVINE 


HIGH CLASS SILVER PLATE 


Designs copied directly from 


Sterling Silver designs. Beau- 
tifully made and finished as 
nicely as any sterling pattern-. 
H. 
Knives are made exactly 


the same and have the same 
blades 
as 
sterling 
silver 
knives. 


These are the heaviest silver 
plated lines , of 
Table 
ware 


made. 
Our prices are reason- 


able for goods of this quality. 


We carry- a complete stock 


consisting of knives, forks, tea 
spoons, tablespoons and all the 
fancy pieces in a number of 
beautiful floral 
etched 
and 


plain patterns.- 
French 
erev 
and bright finishes. 


W. T. IRVINE, 429 Main St. 


Diamond, Watches, Cut Glass, 
Jewelry, Clocks. 


FINDS "BLIND FISH"—The.sec- 


ond "blind" fish to be found in local 
waters has been briught here by dep- 
Ity Game Warden George Kingsley 
of the north side., The fish is the 
same as the one found some time ago 
and which is on display at a north 
side saloon. 
It has all the appear- 


ance of a digfish with the exception 
that there are no eyes and no places 
for eyes. The skull is solid. The fish 
seemed to be ^as fat as the average 
and as active. 


CELEBRATE ANNIVERSARY — 


The Rebekah lodge will celebrate the. 
fifty-seventh anniversary , of the 
Re- 


bekah degree Wednesday. 
A social 


time will follow. 


LABOR DAY PROFITABLE—At a 


meeting of the .Trades 
and 
Labor 


council Friday 'evening the affairs of 
Labor day were settled and it was 
•found that the day was a, sucess-fi- 
nancially. 


PETER HAGEN SUCCUMBS—Pe- 


ter Hagen, aged 45, died Monday at 
his home in .Lewis Valley. The fun- 
eral was held Thursday. 


LOCAL MEN DIRECTORS—At a 


meeting of the WJ^tionsin Automobile 
association •heldVat Milwaukee last 
week Messrs/Frtnk p. Hixon 
and- 


Henry N.xBoehm\of this city were 
elected'^irectors of the association: 


BATHS PR0FITJ£BLE—Commis- 


sioner RobergeloV tne board of pub- 
lic works has announced, that 
the 


baths this year vnJl.shDw a profit of 
f!50. 
/ v 


BUSINESS BLOCK SOLD—The 


deal 
was .consummated Saturday 


morning through which the 
Joseph 


Bergermeister 'building 
on 
Pearl 


street was sold to Messrs. Christian 
and J. S. Arenz. The consideration 
was named at $14,250. 


RELIEVE 
RURAL 
CARRIER 


TROUBLES—Instructions will soon 
'be issued to 
rural 
'mail 
carriers 


through which the mater of the car- 
riers .picking up pennies from 
the 


mail boxes along the country during 
the winter months wil be abandoned. 
The carriers find that there is con- 
siderable trouble in picking up the 
pennies, especially when Jack Frost 
is reignLag supreme. 


MARRIAGE ANNOUNCED — The 


marriage of Will Burr Gipple and 
Miss Minnie Rose is announced 
to 


take place next Wednesday, Septem- 
ber 23; at Melrose, iMnn.. Both par- 
ties are well known in La Crosse. 


HOST CHANGES.—Zenp M. Host, 


former state Insurance commission- 
er, has resigned as head of the In- 
surance department of the Knights 
of Pythias, and has taken charge of 
the field work of the U. S. Annuity 
& Life Insurance nompany of Chi- 
cago, of which Henry Salzer of La 
Crosse is president. 


MARRIAGE LICENSE—A mar- 


riage license has been granted to Mr. 
William Blexrud of Spring Grove, 
and Miss Freda Carrier of Caledonia, 
Minn. 


SOCIETY 


MRS. AUSTIN AND SAWYER 


ENTERTAIN FOR Mris HOUOK 
Mrs. David Austin and Mrs. L. J 


'bawyer were responsible for a pleas 
ant gathering at the home of Mrs" 
Austin late Saturday afternoon- 
It 


was a surprise for Dr. Mary Houck, 
who is soon to leave here and join 
her husband at 
Wautoma, Wis 


where he has been 
several weeks! 


I he guests were all patients or for- 
mer -friends of Dr. Mary Houck, and 
her friends thought it a pleasant end- 
*£? of Jjer labors here to give her 
this little farewell. 
She -was pre- 


sented with a purse well filled from 
her former 
patrons. 
Mr. W. R. 


Finch made the presentation with a 
few appropriate remarks. The whole 
affair had .been carefully'planned and 
was a complete surprise and was en- 
joyed as much by the guests as by 
Dr. Houck. 


After the commotion incident to 


the presentation .had somewhat sub- 
sided the guests found their places 
at prettily decorated tables placed in 
the dining room, living room 
and 


library. The invited guests were Dr. 
Mary Houck, Mesdames Piper, C. C. 
Prentlss, C. W. Dow, David Drum- 
mond, I. H. Moulton, J. W. Skinner, 
Abby Burton, F. A. Copeland, Louise 
Withee, T. B. Lawrence, Alice Sol- 
berg, W. W. Holcomb, Caroline How- 
ard, C. S. Van Auken, B. P. Keeler, 
Mary Austin, Emma 
Law, W. K. 


Finch, A. P. Hankerson, S. L. Meis- 
ter,- Hiram Goddard, N. S. Donald- 
son, Charles Farrand, Tower, B. G. 
Boynton, 
E. G. Perkins, 
Orlando 


Holway, Andrew Lees, A. A. Morse, 
W. E. Sawyer, W. B. Batchelder, A. 
U. Jorris, J. • C. Caldwell, Sherman 
Lennon, Cpwles and 
Miss Harriet 


Batchelder. 


PLAYING WITH LAMP 


IS FATAL PASTIME 


RACINE, Wis., Sept, 
14.—Hazel 


Goss, 3 years old, was fatally burned. 
The child slept with her 7 year old 
sister. 
When she awoke she played 


with a lighted lamp, upset it, and her 
clothing and the bed caught fire. The 
sisfer woke up, discovered the fire, 
leaped out of bed, and notified the 
grandmother, 
who 
succeeded 
in 


smothering the • burning clothing of 
the child, but not before its lags and 
body were almost b,urned to a crip. 
Only two months'ago the father of 
the little one sustained Injuries from 
which he died. 


If. W. O, A. NOTES. 


The roijular monthly meeting of 


the board of directors was held Sat- 
urday afternoon, with Mrs. Finch in 
the chair, In the absence 
of 
th« 


•president. 


After prayer and 
committee re- 


ports were given, Mrs. Sale of 
St. 


Louis gave an ' informal" talk on as- 
sociation work, which was unost^ in- 
teresting. 


A gospel meeting waf>- lield 'Sun- 


day afternoon at 4 o'clock. 


•Mrs. Cilley sweetly' sang "In 
the 


Secret of His Presence." 
' 


•Misses Phoebe and Jennie Dudley 


rendered a violin duet, accompanied 
hy Miss Tarbox, 


Mrs. Sale gave the message which 


was full of encouragement to Chris- 
tians, her subject being Prayer and 
Bible Study, and she pictured very 
vividly the 
important 
place these 


should have in our lives if we would 
grow in grace. She urged"'all pres- 
ent to go home and tell what Christ 
had done for them. 
I • 


The service closed with a song hy 


Miss Minnie May, "Go Home 
and 
Tell." 


The devotional 
committee 
•will 


imeet Tuesday evening at 7:-30, and 
the educational committee at 8:00 
o'clock. 


SOCIAL BRIEFS. 


Mrs. G. C. Hixon and Miss Cros- 


by went to Minneapolis Saturday and 
will be gone a few days. 


Mr. and Mrs. Louis Hirshheimer 


have gone to'' Duluth > and. other 
points. 
They will be absent several 
weeks; 
, , 


Mrs. 'Homer Hart, ,Jr., and Mrs. 
Fred Phillips returned home Satur- 
day from a two weeks visit with the 
La Crosse people who have, taken up 


TRAIN IS DITCHED; 


TWENTY-SEVEN HURT 


MEADVILLE, Pa., Sept. 14.—Erie 


train No. 4, a fast train from Chicago 
to New York, Albany 
and Boston, 


due to arrive here at 2 o'clock a. 'm., 
was ditched about five miles south 
of this city early Sunday imorning. 
Twenty-seven passengers, 
the 
en- 


gineer and fireman were severely in- 
jurd. 
It is thought they will re- 
cover, 
i 


SMILE IS PITFALL. 


GRAND FORKS, N. D., Sept. 14.— 


An affinity romance of Edward Rich- 
ards of Dubuque, la., 
was 
rudely 


shattered when Judge C. T. Temple- 
ton sentenced Richards to serve forty 
days at hard labor in Grand Forks 
county jail and placed his affinity, 
Miss Irene Carter, 20'"years old, of 
St. Paul, under $500 bonds to insure 
her good behavior in the future. 


Sentence in her case was suspend- 


ed by court and she promised to re- 
turn to St. Paul, where she is said 
to be employed .in 
a 
department 
store. 


Richards and Miss Carter arrived 


five days ago from St. Paul. Rich- 
ards is a farmer and 
former raca 


track jockey and he' went from Du- 
buque to St. Paul to attend the state 
fair. 
He took $85 .with him. -He 


'met Miss Carter in a restaurant and 
soon convinced her that they were 
soul imates. 


She maintains that he said he was 


unmarried and proposed that' they 
go to Denver and get 'married. They 
got only as,far as Grand Forks. 


BEE KEEPERS MEET. 


WINONA, Minn., Sept. 14.—W. K, 
Bates, of Stockton, .president of 
the 


Southern 
Minnesota' and Western 


Wisconsin Bee Keepers' association, 
states that a-meeting of 'bee. keepers 
of'this section will'b held shortly-to 
talk over legislation' desired 
from 


the next legislature., The .principal 
things to 'be asked will be amend- 
ments of the foul' brood law so that 
bee keepers can get reports from the 
state inspection as soon as they are 
made and not wait for a long time 
until the red tape is gone through 
with of submitting these reports .to 
the governor. 


You. seldom see a water wagon 


with- more than one..man!,on.,it.",.-. :. 


uou 


Lottie Wilson 


SINGING AND 


DANCING 


ILLUSTRATED SONG 
"I Wish I Had a Girl" 


Sung by 


Frank Petricli 


THE GREAT 


Twenty Minnies in 


HYPNOTISM 


and Tea Minnies in 


TELEPATHY 


Hugh Emmet 
S Company 


NOVEL MUSICAL 


AND 


VENTRILOQUIA 


ENTERTAINMENT 


MOVING PICTURES 


An American Soldier 


in (lie Philippines 


Watch Svingall Make the Blindfold Drive Tomorrow 


Morning al 10:30 A. H. 


10c-Ladies Popular Matinee Every Day-lOc 


LA CROSSE FLORAL CO. 


VERY CHOICE CUT FLOWERS 


BOTH PHONES 


SAVE MOMEY! 


the next SO days I will make the following low prices on your DenUI 


The best 22k gold crown 
,. 


The best' porcelain- crown 
•. 
Gold fillings 
' 
". 
Gold and platina filling 
•. 
Porcelain fillings 
The best upper or lower set of teeth. 


W.OO 


.............. 
*1.50 
................ 
---- 
. *1.GO 


• 
..................... 
»i.oo 


, 
................. 
.-. 910.00 


Teeth extracted free when you order new teeth. 


All work is done. WITHOUT PADT by my own original method, which > 
have been using for the past 16 years. 
All work is guaranteed for 10 
years. 


EXAMINATION FREE. 
DR. WATTERSON 


The Painless Dentist. 


their residence in that city. 


Mrs. J. B. Funke 
has 
returned 


from a • week's stay in Minneapolis. 


Dr. Earnest Meloy of Canton, O.t 
is visiting his sister in this city, Miss 
Mary M, Pollock, who has been the 
guest of relatives in the city, return- 
ed to her home at 
Caledonia 
last 
Saturday. 


MRS. HESS DIES 


OF HEART TROUBLE 


After an illness of but three days, 


Mrs. Magdalene Hess, wife of Phil- 
lip. Hess, 1333 Winnebago . street, 


115 South Fourth Street, 


i 


died Saturday evening at 7 o'clock. 
Death*was due to heart trouble. ;X ,' 


Mrs. Hess, who was born and ratt- 


ed on St.. Joseph's Ridge, would' hav» ' 
been 30 years old on the 26th of tfcta' 
month. She moved to La", Crescent 
about eight years ago, soon after her"' 
marriage. Those who survive her ari.' 
a husband, - three 
children; '-flv»." 


brothers and three sisters. 
• 
;] 


Woes of' the Amateur.—Wifey^-t 


wonder why the grass doesn't corns 
up? Hub'by—I'm 
sure I can't tell. 


You don't suppose you planted- • th«; 
seeds upside down, do you? 


The 


Doctor Says 


"Drink Beer" to the weak and 


the convalescent. To those who 


need strength—need a food and a 


' tonic. If it is good for them, isn't it 
good for you ? 


The virtue of beer does not lie in 


the alcohol. There is only 3^ per 
cent of that. 


It lies in the malted barley 


—a digested food. And in the 
hops—a tonic and an aid to 
sleep. 


It lies, too, in the fact that 


the drinking of beer flushes 
the system of waste. 


When beer is pure there is 


nothing more healthful, 
and ELFENBRAU beer 
is pure. It brings no 
after-effects, 
no bilious- 


ness. 


Bttt better go without beer than to drink the wrong 
beer. That is why the Doctor' generally says "Drink 
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Not For Summer Only 


P. & G. Naphtha Soap is an 


' all-the-year-round soap. 


More P. & G. Naphtha 


Soap is used'in summer than 
at any other time of year. 
'-v' 


That is to be expected.' "•' 
In the "dog days", when 


the mercury hangs 'round 90 
in the shade for weeks at a 
time, a woman is glad to get 
hold of anything that will 
save time and labor. 


So she buys a few cakes of 


P. & G. Naphtha Soap and 
is happy. J. 


Please remember, however, 


that P. & G. Naphtha Soap 
does just as good -work in 
January as in July. 


It makes clothes as clean in Decem 


ber as in June; and it saves time, labor 
yR&fuel in the middle of winter as 
well as in the middle of summer. P. 
& G. Naphtha Soap is an all-the- 
year-round soap. 
The sooner you 


realize that, the better. 
<6 


5 cents a cake; 


•wortk more. 


FESSLER & DAHL 


FUNERAL DIRECTORS 


AND EMBALMERS 


Calls night or Day proAiptly at- 
tended to. A Italy assistant in at- 
tendance for women and children. 
Both phones, HO. 
1OO S. 3rd St. 


HOME FOR SALE 


Very 
desirable 
resi- 


dence for sale, best lo- 
cality, ample grounds, 
attractive terms. Will 
interest anyone seeking 
first class home in se- 
lect quarter at an invit- 
ing figure. Address 
"HOME," care.of The 


Tribune. 


THE 


ELLIOTT-LOEFHER 


COMPANY 


WINES AND LIQUORS 


•benl Water, (finger lies, CIth 


Sifc, Ban Ate, 


Start, Eta 


nu ira «r iAt 


••Ik rhMM 1M 


ns-ttt run, nun 


The Packet and 
Pleasure Boat 
BADGER 


is. ready to take out large or 
small parties. Will can-y about 
SO.people; 1OO foot boat with 
all conveniences. 
Experts in 


charge. Also a general packet 
business. 
.Tri-iveekly trips to 


Brownsville. 
For terms in- 


quire at 514 Main street. 


BBESBE & KATSER. 


Old Phone 4404. 


VIROQUA FAIR TO 


BE A "HUMMER" 


liA. CROSSE AVELiIi SEND SPECIAIi 


TRAIN 10AD THURSDAY 


SOUTHEASTERN HAS SPECIAL 


Vernon County Exposition Will Be a 


•'. Dandy and Big Crowds Are Ex- 


pected to Represent La Crosse 


: .'The.officers of the Vernon County 
fair are putting forth all efforts to 
make the fair, which is to be-held' 
in Virogua.September.16, 17 and 18, 
one of the best in tlie history of the 
county and many attractive features 
have been secured. 
The Otoro Japs will probably be 


the most popular of the many free 
attractions that have been; secured, 
the troupe claiming to surpass any- 
thing -in the state for ."nimblene'ss." 
The feats in tumbling, acrobatic work 
and juggling have attracted much at- 
tention throughout the country and 
it is expected that they will be one 
of the drawing cards. 


Despite the fact that the Wiscon- 


sin-Illinois league season has closed 
local baseball fans will .have a chance 
to witness some good games, for on 
Wednesday the Viroqiia, team will 
play the fast .Liberty Pole team. The 
game will be called at 10:30. West- 
by will play -with West Salem on 
Thursday while on Friday La Farge 
and Viola'will fight for the cham- 
pionship of the Kickapoo. 
The delegation from La Crosse, as 


usual, will be large and the South- 
eastern -has made special arrange- 
ments for Thursday, La Crosse day. 
One fare will be charged for 
the 
round trip on this day. 


A good racing program . has been 
prepared and follows: 


Wednesday, Sept. 16: 


2:.40 trot 
$200 


2:35 
pace 
.;.......... 200 


Half mile run dash for Vernon 


county horses, horses must be 
owned by residents of Vernon 
county sixty days before race 
60 
Thursday, Sept. .17: 
: 


2:29 
trot 
300 


2:17 pace, three heats, each heat 


a race 
450 


Five-eighths mile dash rim ... 
75 
Friday, Sept. 18: 


2:25 pace ; 
.... 
. 300 
2:18 trot, ;three heats, each' heat 
a race 
.... . 450 


Five-eighths mile-dash run ... 
75 


The La Crosse delegation to the 
Viroqua fair will probably be the 
largest that has ever turned but ii 
the present plans mature. 
Arrange- 
ments have' been made by :the fair 
authorities for a 
special train on 


Thursday, La Crosse day, as well as 
for special rates , to hold good dur- 
: ing the entire week. 


The La Crosse & Southeastern will 
on Thursday, La Crosse day, have a 
special train at the C. B. & Q. de- 
pot and it will leave at 9 a. m. 
It 


will stop at the various places along 
the line, and will stop directly in 
front of the fair grounds at: Viro- 
qua. 
/A special rate o£ one fare for 
the round trip has been granted by 
the road and the train on the return 
trip will leave Viroqua at 5:30. Dur- 
ing the other days a round trip ticket 
good for any day of the fair can be 
secured for a fare and a: third. 


While the Board of Trade and the 


Manufacturers' and Jobbers cannot 
"officially" attend this fair, owing 
to the arrangements made for 
the 
trip to Waukon, la., it is expected 
that a large delegation of La Grosse 
business men will attend. 
BIG LEAGUES 
WANT CAMERON 


Don Came 
man ever tur: 
with the excep' 
chy, has returne] 
closing his 
Terre Haute 
Mr. Came 
Crosse, havi; 


it first base- 


by La Crosse, 


of.Eddie Konet- 
to La Crosse after 
's work, with the 
team. 


ell -known in La 
first base with 
the La Crosse teams, and it was while 
playing'here that he "got his' start." 
Later he was signed by western .and 
southern leagues and has always cov- 
ered the first sack.; During the 1908 
season Mr. Cameron has been playin-g 
with the Terre Haute 
team in the 
Central league, a class B;organization 
and his work there has caused con- 
siderable mention and as a.result two 
teams in .the American- association 
knd two teams in the Southern lea- 
gue have opened negotiations for him 
for the coming season. 


"Yes, I was told "by the manage- 
ment of the Terre Haute team," said 
Mr. Cameron today, "that two teams 
in the southern and two teams in the 
American association were after me. 
Which one they'place me with rests 
entirely with -them of course, but it 
is practically certain that I will not 
remain in the Central for another 
season." 
- Mr. Cameron, as yet, has made no 
arrangements for the winter'but says 
that in case'he does not go south he 
will remain-in La Crosse. 
' 


Hearty Party 
(meeting old ac- 


quaintance)—"How are you? Have 
not seen you for years. How's your 
wife?" Old Acquaintance—"She's all 
right. H. P. (pleasantly)—"Ha! I 
Drought you two together, you re- 
member." 
O. A. 
(resentfully) — 


"Oh, it's you, s it, I owe "a grudge 
!/>?" 
' 
1 


TEDDI WON'T DICTATE 


OYSTER BAY, N. Y., Sept. 14.—In 


order to set at rest 
rumors 
that 
Roosevelt is dictating who is to be 
nominated at the republican 
state 
convention at Saratoga', the follow- 
ing statement was issued from Saga- 
more Hill. 
The president has been 


in communication 
witfi 
Secretary 


Root and Congressman Cocks, with 
reference to the governorship. situa- 
tion, and has authorized them 
to 


state that while he has no intention 
of dictating, to all -friends, who have 
spoken to him on the matter, he has 
said in the strongest'.possible terms 
that he favors -the renominatlon of 
Gov. 
Hughes. . 


. Actions speak louder than words. 
They have to, n order to be heard 
above the boasting. 


ELECTRIC THEATRE 


Fourth Street — Opposite Park Store 


Has just installed the new Edison Kinetoscope. 
The latest triumph in moving picture machines. 
This machine projects a perfectly 
flickerless 


pictxu-e. No eye strain. 


PROGRAM FOR TONIGHT 
A DUMB HERO 


A JOYOUS SURPRISE 


ANTI-HAIR POWDER 


Illustrated Song—When the Autumn leaves are Falling 


MISS JOHNSTON, Vocalist 


ENTIRE CHANGE OF PROGRAM TOMORROW 


Children 5 cents 
Adults 10 cents 


SCORES OF TOWNS 


BILLED FOR FAIR 


MONSTER 
CROWDS EXPECTED 


HERE NEXT WEEK 


EXPOSITION OPENS TUESDAY 


Van Auken and Assistant are Visit- 


ing Other' Fairs This Week for 


Other Attractions 


That this.year's interstate fair will 


be one of the largest in attendance 
since the fair started, can be judged 
by • the unusually large number, of 
towns^that have-beenBreached in ad- 
vertising the event. 


A crew of competent advertising 
men havei been at work ever since 
July 7 and in that time nearly 125 
towns have been "billed." 
The race card has not been com- 
pleted as yet, the entrees however 
will all be In by Wednesday.: It IB 
expected that several of the fastest 
horses ;in .-this, section , of the. state 
will participate 
and -some 
good- 
events'are assured. 
'A 
number of 


free attractions will be shown during 
the week as well as some sigh class 
side shows. 
Secretary 
E. S. .Van 
Auken will leave this week to at- 
tend the fair at Chippewa Falls In 
order to secure additional attractions 
while the assistant .-secretary, J. B. 
Brenner, will visit Elkhorn. 
Up to date the following 
towns 


have been' billed for the fair: Nor- 
walk, Wilton, Hillsboro,' North free- 
dom, 
Kendall^! Ablemans, 
Reeds- 
berg, 
Wonewoc, 
Lavalle, 
Blroy, 


Brownsville, Spring Grove, Caledo- 
nia,. Mabel, Canton, Harmony, Pres- 
ton: Lan-esboro,: Kushford, Peterson, 
Hokah, Houston, La Crescent, Dako- 
ta .Dresbach, 
Fountain, 
Wykoff, 


Spring Valley, Austin, 
Brownsdale, 
Grand 
Meadow, Alma, Cochrane, 
Fountain City, Nelson-, Pepln, Stock- 
holm, Maiden Rock-, Red Wing, Lake 
City, Durand, 
Waubasha, 
Kelibg, 


Bangor, West Salem, fie Soto, Ferry- 
ville, Lynxville, 
Cassville, Bagley, 
Prairie du Chten, Fenimore,: Lancas- 
ter, Toman, Kilbourne City, Mansion, 
Nekoosa, Grand 
Rapids, 
Necedah, 


Camp Douglas, Arcadia, Whitehall, 
Taylor, Blair, Nellsville, Osseo, Fair- 
child, Mondovi, Humbird, Merrilan, 
Onalaska,, - Midway,. Holmen, 
Gales- 


ville, Trempealeau, Lewistpwn, Dov- 
er; '.Utica, Chatfield, Rochester, Zum- 
brota Elgin, Eyota, St. Charles,'New 
Albin, Waukon, Lansing, 
Decorah, 


Poatville, Calmar, 
Ossian, Castalia, 
St. 
Olafs, 
Farmersberg, 
Blkader, 


|Mononor North McGregor, 
Sparta, 
Viola, Reedstown, LaFarge, Soldiers' 
Grove, 'Cashton, Westby, Viroqua, 
Winoria, Genoa, Gay's Mills, Wause- 
ca, Leon, Coon Valley, Portland, St. 
Joseph's Ridge, Fish Creek 
Ridge, 
Middle 
Ridge, 
Pleasant 
Valley, 
Brinkman, Chipmunk Ridge, 


TAFT, MAD, HURLS 


WORDS AT BRYAN 


(Continued from page 1.) 


Give the Boy 
a Watch 


It is, the -most acceptable of 


gifts, and will encourage hab- 
' its" of punctuality at school and 
elsewhere—a boy is more apt 
to be on time when he: knows 
what time it is. We show a 
splendid 
variety of Sterling 


Silver Watches for boys—the 
cases are- of the same designs 
as the gold ones. Prices $10.00 
to $18.00. All accurate time- 
keepers. 


ositions which He has advanced for 
reforms." 


Tafe 1-efe.rred'to Bryan's ignoring 
the free sljver question and his is- 
sue of ambi-imperialism , and to his 
"change of attitude" since 1906 on 
the regulation of railways. 


"Bryan professes >to have been the 


father, and now to be the heir to the 
Roosevelt policies, yet in no cam- 
paign,.of the three in which he has 
taken part and in two which he him- 
self,- led, did he make them the para- 
mount issues. Instead, in the Parker 
campaign he -took occasion'to charge 
Roosevelt with militarism, with 'be- 
ing completely subject to the influ- 
ence of the corporations, only to see 
him win the greatest peace triumph 
of the world and secure such an ef- 
fective stamping out, of. corporate 
abuses as- to elicit the admiration of 
the entire country. 


Not labor's Friend. 
"Bryan professes to 'be a great 


•friend of labor, yet he was-one of the 
chief supporters of the passage of 
the Gorman-Wilson bill, that made 
labor helpless for ' four years. 
Ho 


then proposed a's a remedy for, the 
evils to which labor was thus expos- 
ed, to issuing of a fifty cent dollar, 
which would cut. in- half such "wages 
as were paid. The country has been 
most fortunate that the 
fallacy of 
Bryan's reform propositions has been 
exposed without the cost of putting 
them Into actual governmental prac- 
tice, and it will be fortunate indeed; 
if the danger of'a four years' depres- 
sion to which we will be exposed In 
case of Bryan's 
election. may be 
averted a'nd he, by a republican vic- 
tory, be again shown to be a prophet 
without honor." 


TEAM DISBANDS 


WITH A BANQUET 


fContinued from pa.ee 1.) 


sltion by Superintendent Shaw on the 
street car, and will follow "Daddy" 
Cahill's steps at' ringing up fares 
iduring the winter. 


Safford will also 
remain in. La 


Crosse, during the 
winter, having 


'been offered a position as -bookkeeper 
In one of the large firms in the city. 
Jones, who lias about decided to 
make his exit 
from 
baseball, has 


taken up with his chickens and 'will 
spend the winter fishing and caring 
for the chicks. He will entertain the 
team at a hunting trip before they 
all leave. 


Bond, who is practically a citizen? 


will continue to remain in La Crosse, 
having accepted the management of 
the new pool and billiard hall 
that 
is near completion 
in 
connection 


with the Bodega saloon. 


Graves and Duchien have gone to 


their homes in Oshkosh. 
Flynn leaves for Chicago to spend 


the winter with .his parents. 


Bues will spend the winter at his 


home in Milwaukee 
Manager Hawley expects to . take 
a rest of a few weeks and will visit 
his father at Beaver Dam, and theu 
he expects to 'return and take up> cor- 
respondence for a fast team - next 
year Many of the old -players will be 
back and in addition he expects to 
hav,e about fifty recruits 
for 
the 


opening of the season next spring. 
WIFE BEATEE TO 
SERVE OUT TERM 


William Bartwick, 721 Charles 
street, was arrested last evening at 
his home on the North side on the 
complaint of- the neighbors alleging 
he was beating his wife, and other- 
wise creating a disturbance.1 He was 
taken to 'the central 
police station 


this morning and wil be taken to the 
county-jail, where-he must serve over 
•two months, having, 'been paroled 
from a similar charge a few 'months 
ago. 
' , 
i 


SHTO IN SALOON; 


ROWS THERE AGAIN 


Mike and Joe Hetznecker will be 


arraigned before Police Justice C. W. 
Hunt in police court tomorrow morn- 
ing on the charge of fighting^and dis- 
orderly conduct in the saloon of ,Baul 
Spah last evening.' 


Mike Hetznecker, about a year ago, 


was connected with a saloon brwl in 
the same • place and was 
shot by 
Frank McAdams. 


PARADE LIMITED, 


ASQUITH BLAMED 


BRITISH PREMIER CENSURED ON 


ALL SIDES 


PARADE 
A GREAT SUCCESS 


Notwithstanding Bigotry of Protest- 


ants Catholic 
Ceremony Was 


Most Wonderful in History 


LONDON, Sept. 14.—The agitation 


by the extreme Prostestants against 
the procession held Sunday in con- 
nection with the encharistic congress 
ended in • the 
announcement that 


Premier Asquith had intervened : in 
the matter and that as a consequence 
there had been some::modification of 
arrangements.- Asquith, whose action 
came at the last moment, and caused 
it to be robbed: of all ceremonial, may 
have to answer to parliament for his 
action. 
Conservative 
leaders an- 


nounced today that when parliament 
meets the premier will be asked to 
explain his interference.'The demand 
conies not alone from 'Catholics but 
from liberally minded people general- 
ly, and a number of Asquith's own 
party. 


Today's papers join, regardless of 


politics, in denouncing the - govern- 
ment's attitude, terming it a coward- 
ly surrender to bigotry. 
That 
the 


procession was not .marked by any 
violence is due to the coolness and 
dignity of the Catholic dignitaries, 
and papers assert that the cabinet is 
not entitled to any credit for> the 
happy escape from outrage. 


- The Parade. 


Excepting isolated scraps between 


individual 
enthusiasts along 
the 
line of the 
eucharlstic 
procession, 
there was no turbulence. The proces- 
sion passed peacefully through 
the 


narrow streets, and surrounding the 
cathedral the police found difficulty 
in clearing a way for the procession 
o"f prelates. 
• ' 


Not since the coronation have the 
narrow streets of'Westminster from 
ttie 'ancient abbey west to the new 
Byzantine Catholic- cathedral 
found 
themselves so crowded. 
• The pre- 
lates, with stalwart papal delegate, 
Cardinal'Vannutelli, leading the van, 
marched slowly through the lane of 
cheering people. 
At certain places 


there was 'much 
booing, 
but 
the 


cheers of the faithful drowned the 
dissenting criesi of fanatics. 
Owing 


to the volunteer Catholic guards supr 
porting the lines 
of 'police, there 


would have been little opportunity 
for any fanaticism, i£ it had started 
to spread. 
The police 
inspectors 
said last night that while the crowds 
were the densest since the corona- 
tion, there was" no difficulty worth 
loentionirig.' 


Prepared for Emergencies. 


The inspectors asserted that even 


if the host had been carried through 
the streets., there would have-been 
no violence. They were prepared'for 
all emergencies. The question of the 
carriage of the -host through London 
streets now has assumed a political 
aspect and the next session of par- 
liament is certain to take up 
the 
quest. An effort will be made to re- 
peal the obnoxious law ot 1829, af- 
firming the law passed during the 
reformation. 
Despite a strenuous day embracing 


•a lengthy sermon.at Westminster ca- 
thedral and the arduous' march ' in 
the afternoon, Cardinal Gibbons was 
in the liveliest spirits last night at 
the town house of the Duke of Nor- 
folk in St James square. 
Cardinal 


Gibbons said: 
Cardinal Gibbons Enthuses. 
"I do, not feel the slightest fatigue 


from ' the day's exertions. • It -was a 
magnifieent outpouring of people and 
the enthusiasm displayed would have 
proven exhilarating to a man even 
older than I myself. I thought the 
limit of numbers had been reached 
during the Catholic celebration, In 
New York, last April, but I must con- 
fess the throng witnessing- today's 
procession far" out-numbered that in 
New York. It was .delightful to see 
such a grand manifestation bf religi- 
ous people." 
a 
\ 
,- 
.. 
Cardinal Gibbons -attended '• the 


Duke of oNrfolk's garden 'party at 
Ar.undel castle today, where the car- 
dinals and other prelates, prominent 
in the eucharistic congress, were in- 
vited. 
Cardinal Gifibons 
goes • to 


Ireland Tuesday to visit Bishop Gal- 
way, 
and thence goes to 
Wexlord, 
sailing for home on the Carouia on 
Oct. 1. 
Pope Is Grieved. 


ROME, Sept. 14.—It is .reported 


that Pope Pius is profoundly,, grieved 
over the Intervention of the British 
premier , in prohibiting of the car- 
riage of the host in the eucharist pro- 
cession. 
"His holiness expressed regret that 


the government had succumbed 
to 
the pressure o(\imore intolerant Prot- 
estants, but appreciates the fact that 
only laws not yet abrogated were ap- 
plied. 
It is reported that the pon- 


tiff, after hearing the. news, sank 
to his knees and' exclaimed: 


, "Let us'pray for the British chil- 
dren who have deviated 
from the 
faith." 
WRIGHT HANGS UP 


NEW AIR RECORDS 


WASHINGTON, D. C., Sept. 14.— 


Two new world's records were made' 
again 
late 
Saturday 
by Or.ville 


Wright in his wonderful aeroplane 
at Fort Myer, and the end is not yet, 
as -he still insists that he can do 
better. There was a continuous float 
of 1 hour, 14 minutes and 40 sec- 
onds at a height ranging from 100 to 
'250 feet and at an average rate of 
speed of 40 miles an, hour. . 


In another flight Ma'jor George O 


Squier, acting . chief of the signal 
corps, was carried as a passenger^, by 
Wright for 9% minutes at an aver- 
age, height.of about 100 feet and. at 
thn ra'tA'Df about 29 V, miles an hour 


S.S.S. 


HEALS 


SORES AND ULI 


Sores and Ulcers are indications of impure blood. They show t 


circulation has become: infected with germs and poisons, which are4 
constantly discharged into the open place to irritate the delicate 
tissues and surrounding flesh and keep the sore in a state of inflaaji_ 
and disease. Whether these impurities ia the blood are the result ofci 
debilitating'sickness, an old taint-from a former disease, or whetf " 
hereditary bad blood, there is but one way to cure sores and ulcers, i 
is to purify the'blood. Washes, salves, lotions, etc., are often b 
because of their cleansing, antiseptic effects, but nothing applied' 
surface can reach the blood, where the real cause is, and therefore c 
cure. S.S. S. is the remedy for sores and ulcers of every kind. Itgetal 
to-the very bottom of the trouble and removes every trace of iinpuri 
poison, and makes a lasting cure. S. S. S. changes the quality of the'i 
lation, so that instead of , feeding the diseased parts with impur 
nourishes and heals'the irritated, inflamed flesh and causes the i 
fill in with healthy tissue by' supplying it with pure, rich blood. ,„ 
on Sores and Ulcers and any medical advice desired sent free to all who'll 


THE SWIFT SPECIFIC CO., ATLAHT4.I 


Mrs. T. L McDonough 


Exclusive Styles in French and 


Imported 


Pattern Hats and Millinery Novelties 


Our styles and prices will please you 


Mrs. 
T. J. McDonough 


227 North Third Street 


La Crosse, Wis. 


LA CROSSE THEATRE—TONIGHT 


AUGUST PITOU PRESENTS 
CHAUNCEY 


IN HIS 
N E W 
PLAY Ragged Robin 


By Ridi Johnsoi Yraig ii CoItborillM with RIl* OfcMt 
' 


Scenes Laid al InnbhaBnoa, Tlac ISM 


HEAR OLCOTT'S NEW SONGS 


"The Eyes that Came from Ireland" 
"If Yoi'll Remember He" 


"Sweet Girl of My Dreams" 
"The Laugh With a Tear ii It" 


and "I Used to Believe in the Fairies" 


SEE 


The Good Little- People—The Fairy Host—The Banshee— 
The Will-o-the Wisp — and the Wealth 
ot 
Beautiful 
Scenery, including The Big Bog Scene. 


Pric& $1.50«$M5-5fl*25c I SEATS NOW SELUK6 


TURNING ON THE STEAM 
before the pipes are overhauled 
by an experienced and reliable 
PLUMBER AND STEAMFITTER* 
may mean a waste of eteam, 
nothing worse.. 
- -v 
It 
is 
penny wise and pound' 


foolish to neglect giving this Im- 
portant mater attention. And 


REPAIRS OR NEW. WORK 


should not be entrusted to the! 
cheap man simply because he 
cheap. 


We can prove our atlllty to — 


things at a reasonable price and' 
yet do them well. 


F. M. Branson & Son 
BOTB MOTES m JAY ST. 


(EAU o e \ 


Q U I N I N E / 


The" one sure.-Mfe ranecrjr for hur 
troubles. It mak« Ac hair beautM j 
heavy and flufiy. Use it every 
r hair ' 


JITH ASWE ET 
limed Luxury for the Bath/\ RVTHASWrcT Di/nri£u£t7i 
I A Perfumed Luxury for the Bath 


As invigorating as a Sea Bath. / A* 
Softens Hard water. 
f 


25 Baths 25 cents. 


BATHASWEET RICE POWDER 


- Vegetable and AnUseptlcally Pure, 
-lero Sunburn «nd Ch.llns. Softest B»bv I 
and H»c« Po»-der. White or pink. 


MONDAY, SEPT. 14, lOOw. 
THE L A C R O S S E T R I B U N E 


Help Wanted-—Male 


WANTED—Men to learn 
barber 
trade, will equip stop for you or 


lurnish position, few 
weeks com- 


pletes, constant practice, careful in- 
struction, 
tools 
given. 
Saturday 


wages, diploma granted, write fc • 
catalogue. 
Moler Barber 
College, 


Chicago, 111. 


FOR SALE—1-60 acres 
good farm 


land, cheap for cash; or will trade 


for city property, 804 Cass St. 


FOR SALE—16 ft. hunting 
skiff. 


Address .L. ML S., .care Tribune. 


WANTED—For TJ. S. Army: Able- 


bodied, unmarried men, between 


ages of 18 and 35; citizens of Unit- 
ed States, of good character and tem- 
perate habits, who can speak, read 
and write English. For information 
apply to Recruiting Officer, 
Hotel 


Grand, La Crosse, Win. 
' 


WANTED—Severai~younigmen" to 


take board and room, lis So. 9th 
St. 
WANTED—Good presser and bushel- 


man at Pitzner's Dye Works. 


WANTED—Man 
of 
good address. 


Can find steady 
employment at 
108 No. 3rd. 


FOR SALE^-Bay horse, four years 


old, well broken, single or double. 


Inquire P. H. Sheldon, Bangor. 
FOR SALE—House to Ce moved. In- 


quire 814 So. 8th St. 
Old phone, 
3462. 
fr 


FOR SALE—$850, 7 room house, lot 


• 
50x150 to an alley-, good barn and 


2 sheds on lot, 1201 Kane. ' 
FOR SALE—At a bargain to remove 


if taken at once two small build- 


ings. 
Inquire 608 N. 9th St. ' 


Help Wanted—Female 


WANTED—Girl 


1304 Cass. 
for housework 
at 


WANTED—Girls at-American House, 
WANTED^-Girls La Crosse 


Laundry, 117 So. Front. 
Steam 


WANTED—Girl for general house- 


work. 
New phone, , 641-M, 2023 
Main. 
WANTED—Girls, chocolate dipping 


and packing. 
Funke's Candy Co. 


WANTED—Girl at 821 State St. 
WANTED—Girls at Reliable 


Laundry, 117-119 No. 6th. 
Steam 


WANTED—-Competent 
cook 
and 


maid for second 


Ave. So. 
work, "401 W. 


WANTED—Ladies and gentlemen to 


sell our goods. 
A proven winner 


for agents. 
Fabric Implement Co.; 


1605 Farnam St., La Crosse, Wis. 


FOR SALE—Half interest 
in boat 


house. Foot of St. .Cloud St. 
In- 


quire at 1453 Kane St. 


FOR SALE—Household goods, 509 
So. 3rd St. 


FOR SALE—A set of 12 volumes of 


Encyclopedia of Law. 
A bargain. 


Address, B. F, care of Tribupne. 
FOR SALE—Three stores 


90 ft. at No. 
20 ft. x 


207-209-211 
Main 


TO RENTERS—We have a fine half 


section farm in Minnesota to lease 


upon favorable terms. 
Write '. for 


particulars. 
Twin 
City 
Loan 
& 


Realty Co., 348 Security Bank Bldg., 
Minneapolis; Minn, 
WANTED—Storm sash 
to" repair, 


glass set and painted if desired. 


Your work solicited. 
Phone or call 


A. & C. Johnson, 221 Main. 


EMPTY SHELLS ALL 


v THAT SAVED LIFE 


The fact .that all but. two of the 


.'shells in Ed Marsden's'revolver were 
empty, and that the,hammer snapped 
upon the empty shells when he tried 
to shoot, is all. that saved the life, of 
William Bellsboch, an 
employe of 


Wilson & Robertson's, livery, with 
•whom the former got into an alterca- 
tion. 
.Marsden is one of the soldier 


boys from Camp Esch at Sparta and 
was fined $25 and given 30 days in 
jail for the offence. 
A general im- 


pression seems to prevail among the 
soldiers that they cannot be arrested 
while enlisted in the army, but this 
is untrue, as they are subject to civil, 
authority. 
District Attorney 
Boss- 


hard says many people are of the 1m- 


MILWAUKEE BROKER 
MURDERED BY THUGS 


W. H. ROGERS 
IS 
VICTIM OF 


HOLDUP MEN . 


IS HIT WITH. A SAND BAG 


Lies in Streets for Long Time and 


Dies Soon After 'Being 


Discovered 


MILWAUKEE, Wis., Sept. 14. 


William 
H. 
Rogers, 
25^ 
Onelda 


street, a member of the firm of Sbalr 
to D. Rogers & Co., brokers, RE 11- 
way Exchange building, died yester- 
day at Ontonagon, Mich., as trie re- 


street, also Burlington hotel, 108 | Pression, also, that tenants cannot be!suit of a murderous attack on Satur- 
No. 2nd St. 
Inquire 
of- Joseph 


Boschert, .Trustee Pay Estate. 
FOR. SALE—Jewel wood cook stove. 


Good asi new, price $10,.416 S. 6th. 


For Bent 


FOR SALE—Ladies' and gentleman's 


wheel in good condition, 329 So. 
3rd. 
Down stairs. 


FOR 
RENT—Furnished 


steam heat, 415 So. 5th. 
rooms, 


FOR RENT—All kinds modern fur- 


nished rooms. 
Second floor, Tri- 
bune Bldg. 
FOR RENT:—Or sale—A 
farm 
of 


160 acres. ,C. .Lynch. Ettriek, Wis. 


FOR 
RENT—Two 


rooms furnished, 
suite, 620 So. 7th. 


WANTED—A good plain cook and 


girl for second work. 


Dyson. 219 9th St. 


Mrs. 
T. A. 


WANTED—Two girls at Union Ho- 


tel, 427 So. 3rd St.. 
>< 


ter and dining room girls, 


son Hotel; 
Bron- 


. WANTED—Gifls 
at 


House,.234 So. 6th. the 
Wilson 


For Sale 


pleasant 
front 


single 
or en 


FOR RENT—-Double store, 114-116 


No. Front. 
Apply 
to 
McClellari 
Paper Co. 
FOR RENT—Furnished room, suita- 


ble for. gentleman and wife or 2 


gentlemen, 618 Cass. 


RENT—-8 ro6m house, $12.00. 


Cor. 9th & Market. 


FOR RENT—Nicely furnished rooms, 


$1.00, $1.50, -at the Michel, 201-3 


So. Front St. 
All modern 
conve- 


niences. New phone No. 697-C. Aug. 
C. Rhodej Prop. 


FOB SALE—Nlnje room house, good 


barn, fine water, 
everything 
In 


good erudition. 
Inquire at 1322 


Pine St 
FOR SALE— 8 room house .with barn 


on large lot. Also two cottages 
on large lot. Leaving 
city. 
1227 


Denton. 
FOR SALE—$350.00 cash gets nice 


corner lot about 50x150 to an al- 


ley, two blocks froin'car line, five 
minutes' walk"'from J 1 new normal 
Ecfibo't"" Address. 7 7 77*iTribUneVV-*' 
FOR, SALE-=^Set 
of '/engineering 


books. 
Complete 
with 
all, the 
Scrantpn School Models, very cheap 
if. taken at once. 
Apply at Tribune 


Office. 
FOR SALE—Good -second hand lum- 


,ber of all kinds* • Enquire at old 


Sawyer & Austin mill site or call up 
A. J. Roberee. 2211 old phone. 
FOR SALE—350, acres, 225 acres 


of which Is In oak timber 20 years- 


growth. The balance in cultivation. 
Good buildings, 500 fruit trees, fine 
grass, grain and stock farm: 
Price 


$5,500. 
One half cash,. balance. five 


year. 
Catalogue free.. . J. R. Mc- 


Gonigal\& Son,'Dover, Del. 
FOR 
SALE—Ten shares Tabasco 


plantation, $300 a share. 
Sum- 


ner Davis. Grand: Island, Nebr. 
FOR SALE—160 
acre 'farm, 
12 


miles from Fort Scott, 2 'to sta- 


tion. 
All smooth and tillable, lays 


fine; 140 cultivation and tame grass. 
Good 7 room house; good barn, oth- 
'er buildings, orchard; well 
fenced 


and watered. 
Near 
school, • good 


neighborhood, mail and phone lines. 
Price $40 per acre. 
$2,800 cash 


and the balance on time, 
if taken 


soon 70 acres corn goes with farm 
Owner wants to go into other busi- 
ness, hence reason for selling; at this 
price. 
Really worth $50. -Posses- 


sion given. 
Many 
other 
bargains 


In farms, stock ranches. 
Write, for 


free 
list. 
F. ' H. . Humphrey, Ft. 
Scott, Kans. . 
. 


FOR SALE—Nice building lots in 


best residence district in new part 


of the city, near to 
fitigh 
Schcio'l, 


new Normal School and handy to 
street car. Easy terms. Call or arl- 
dress, Dr. J. W. Lawrence. 
FOR SALE—Wood heater, 1633 Mis- 
sissippi St. , 
: 


FOR 
SALE—Confectionery, 
good 


location-, cheap.: Frank G; Roth, 
328 Pearl.: 
: 


FOR SALE^Must be sold, rare bar- 


gains, 160 acres choice black land, 


125 cultivation, Codington Co., S. D. 
Also 320 acres choice level Neosho 
Co., 
Kans., farm. 
Terms, price and 


particulars on application. 
R. 
M. 


Betteswprth, Cedar Rapids, la. 


RENT—Furnished - rooms, 513 


. Reasonable price and board 
next door. 


Lost 


LOST—Between Abbatoir Road and 
Return to 114 -So. 4th St. , Reward. 


: Pettibone Park, ladies' black coat. 


LOST—^Masonic emblem, square and 


compass. 
Reward! D. G. Whyte. 


turned out of a house- in cold weath- 
er, and that a man cannot be arrest- 
ed without a warrant. 
Both these 


impressions are wrong, he declares, 
although they1 are -piularly believed; 
PUBLISHER MILLER 


THANKS WATTERSON 


day night by hold-up men, w,ho rob- 
bed him. Mr. Rogers was struck upon 
the. head with a sandbag,:, and was 
later found lying unconscious. 


He was,.taken to a hotel, 
where 


physicians' worked 
over him in a 


IS A HUMAN TORCH 


SATURATES CLOTHES WITH OIL 


AND SETS MATCH 


SHE FIGHTS HER RESCUERS 


As Flesh Begins to Pall From Body 


Husband Arrives and She Dies 


Three Hours Later 


vain attempt to save his life. He died Sonsclous, to 
' 


F.,KErNPSHA' Wis., Sept. 14.—Mrs. 
Ella Isbester, wife of James Chest- 
er, one of the best known residents 
of t the town of Salem, this county, 
committed suicide by making of, her- 
self a human torch. 
She lived for 


three hours after being rescued from 
the fire 'by her husband and a phy- 
sician whom he had called to treat 
her for nervous trouble, though "her 
flesh in many parts ot her body had 
been burned to a crisp and in other 
portions was falling away. 
Though 


Dr. C. A. Watterson, of whom F. 


A. Miller,, publisher of ' the 
South 


Bend .Tribune was a guest'in "the 
auto ride tendered the editors here 
some weeks ago, and who wrote and 
published an article on La Crosse In 
his newspaper ' that 
formed 
most 


pleasing reading to citizens, of this 
city,; has written Dr. Watterson the 
following letter: 


"I wish to th^nk. you most sin- 


cerely for. the courtesies extended me 
and those with me on the occasion 
of our recent brief visit to La Crosse. 
The automobile trip which you gave 


at 3 o'clock Sunday morning. 


Yesterday an inquest 
was 
held, 


and the police of Ontonagon 
are 


scouring the-'coiintry for the murder- 
ers. 
A posse of citizens has been 


sworn in,as deputies to assist in the 
search 


The murdered man is a brother 


Of Shal'to D. Rogers, who lives at 251 
Oneida street, head of the firm of 
which, he is a member. 
TEARS OFF CLOTHES; 
SHOUTS AT COPS 


usTwas "enjoyed more "than I "c an" ex! j I1 f.rom you Quick," said Joe Huf, en- 
press in words. 
It afforded us an tenns the police station yesterday 


extent, she ap- 


parently did not recognize her hus- 
band who tried to ease her agony. 


HatJ Made Preparations. 


Leaving his wife in charge, Of a 13 


year old step-daughter, Mr.'Isbester 
went to Antioeh on Thursday for a 
doctor. 
No sooner had he left the 


farm than his wife retired to another 
room and dressed in fier best gar- 
ments. 
Cautioning the little child 


not to follow her, she went into an 
outbuilding where she saturated her 
clothlhg With kerosene. 
She 
then 


proceeded to the middle of an ad- 
joining pasture where she built a 
fire,, and then taking a position in 
its "center cajmly awaited for 
her 


clothing to ignite. 


She 'made no outcry as the flames 
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opportunity of seeing a splendid city I morning and addressing Desk Sar-1licted her body- In a ^ief time she 
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and one well paved, a feature which 
struck me most favorably and one of 
which the city ought to 
be 
very 


Frank Yolton. Yoltoii referred was entirely enveloped in fire. Prom 


him to the board of public works as a neighboring house £ young woman 
they 
were the only ones 
giving 


prottd. 
If you ever-come 
to South! bridge passes, but at this the man be- 
~ 
" ~ " 
jcame enraged and swore that Yoltoa 
I must give him the pass. He "storm- 


Bend I hope you'will give >me the!cam? enraged and swore that Yoltoa 
pleasure of a :call. 
* 


"Yours very truly, 


"F. A. MILLER. 


SPRINGFIELD RIOT 


TRIAL THIS WEEK 


_ Nothing Likfi It 


W. H. BARKER Cough "Remedy"is 


the best medicine on earth. • 


Typewriters 


TYPEWRITERS -for Sale or 
Rent 


Weis; Book Store, 509 Main. St. 
• 


Viavi 


HOME Treatment for mothers "ancT 


daughters, 105 So. 6th St. 
Miss 


Cecelia Maloney, Mgr. 
New phone 
624-R. 
• , 


, Insurance 


TORNADO INSURANCE—'$4.00 per 


thousand for 3 years; $6.00 for 5 
1 


years. 
C. A. Van Aukeh, 328 Pearl 
St. 


Groceries 


SPRINGFIELD, III.* Sept. : 14:— 


The trials of the participants in the 
Springfield riots Begin this week in 
Sangamon circuit court before Judge 
dreighton. 
They will be preceded 


by the trial of Joe James, the negro 
who killed Clergy Ballard, the crime 
which is said to have lighted the 
first sparks of lawlessness in this 
city. 
James will be defended by 


two negro lawyers on- a plea of self 
defense. 
, 


When the James case is out of the 


way, the case of Abe Raymer will be 
taken up. Raymer is accused of the 
murder of both Burton and DOnnp- 
gan. 
The two negroes 
who 
were 


lynched. If the order of the murder 
charge fails .to. convict the state will 
prosecute him for inciting ;riots and 
other crimes. 


ed around" and created a disturb- 


saw her plight and rushed out 
to 


save her, but she waved her away 
declaring that she was not suffering 
in the least and that she wanted to 
die. 
The young woman returned to 


the house to give the alarm and just 
then the husband with the physician 
ance and Yolton locked him in the 
bastile, 


For a few minutes nothing was I arrived on the scene. They 


heard from his direction and theix a f ± ^rescuing Mrs. I^ester *?»}«?,! 
terrible 
noise 
came 
from 


direction 
6f • the 
"pen" • 
and 


McGraw 
and 
Yolton 
rushed 
in 


th I Perilous situation, but as they took 
lne hold of her bits 


to their own hands while with 


to find the man naked and yelling 
at the top of his voice. His clothes, 
were torn to shreds and he presented 
a. startling appearance. He kept the 
noise up making- it decidedly un- 
comfortable for his prison mates. He 
is a Pole and says he comes from 
Chicago. 


He will probably be taken before 


Judge Brindley this afternoon and 
examined for his sanity. 


DOES USE OF SAND 


MAKE ROAD PUBLIC 


Whether or not, after years: of 


driving across a piece of private pro- 
perty, with the permission of the 
owner, the road is a public highway 


'RICES cut on everything. Stock en-lis one of the questions that is being 


tirely 
new.', 
Birnbaum's 
Cash debated in the case of Carl Daecktra 
Store, 1124 Gillette St. 
.Vs.. Olaf Swennes. 


•Both of the parties are farmers re- 


siding near La Crosse and Swennes 
in his drive to the city had been al- 
lowed by Daecktva to cross his land. 
Since then, .Daecktra has cut off the 
privilege but Swennes has persisted 
in crossing the property, and. the com- 
plainant demands 
damages, 
the 


amount of which will be set by the 
Jury. 


Coast Shipments 


r HA rfciS. oii household goods t» 
Pacific Coast an<S ot'uer polutsi. Su- 


perior service at roduced rates. Ths 
Eoyd Transfer Co..Minneapolis. Minn; 
Architects. Superintendents 
sCHICK ^ 


Building, ROTH—Batavian<= 
Telephone 290. 


Bant 


Patterns 


WE Sell Pictorial Review Patterns; 


,mail, orders.promptly filled. Weis' 


Book Store. 509 Main St., La Crosse. 


-Financial: 


LOANS MADE SALARIED P3OPLB 
on furniture.' pianos, 'horses, r-ag- 


ona. 
No removal, no 
publicity. La 


Crossa Mortgage & Lxmn Co., 822 
Main utroot. unstalr*. 


Transfer Line 


FOR SALE—Two houses and lots. 


Steam heat, modern improvements. 


Enquire at 149 South 6th street, be- 
tween-10 and 1 o'clock.'H.:G. Miller: 


UKNITURB moved and stored,' job- 
bing of all kinds. Buildings bought 


and sold. Otto'Granke, 831 Rose St. 
Old phone, 6064; new phone, 1018C. 


Dressmaking 


FOR SALE—180 strictly good 1,100- 


pound feeding steers, good quali- 


tyi all dehorned and fleshy; .Sell all 
or part for September delivery. Gif- 
ford Bros., Mitchell, S. D. 
• 
, 


FOR SALE—7 drop head Singers, 


1 Davis. Woodwork slightly mar- 


ed. Can be bought cheap. 
Cash or 


time. Call, Singer Store, 108 No. 3d 
FOR 
SALE-^—Reasonable, 
a 
good 


driving horse* 5 years old, black; 
Inquire Eagle Hotel. 


FASHIONABLE DRESSMAKING — 


Baughman's 
Adjustable 
Tailor 


System. 
Perfect fit guaranteed. 727 
State St. 


Miscellaneous 


WANTED—Solicitor, salary^ of com- 


mission; work in city preferred. 


Enquire Tribune^ 


FOR SALE—^Season tickets for week 


of Inter-State. Fair. :Good for one 


admission each day, $1.00. 
Oa sale 


at Fred Hell Shoe Co"., 4th and Main; 
Hebberd's Drug Store, 4th and Main; 
Young's .Drug Store, 3rd and Main; 
Peter Newburg, 324 Pearl St 


WANTED—To. buy chinaware sold 
•-. at auction after the decease of 
ex^Gov. C. C. Washburn. 
The ware 


I is decorated in pink with the mouo- 
'gram C. C. W. on same. 
The heirs 


are anxious to; to be in possession of 
same and would like to communicate 
with any one having same. 
Address, 


R.- E., Tribune., 


FOR SALE—Dining room table and 


8 chairs, 524 So. 6th. 


FOR SALE—8 


barn on large' I6t. 
-«• T>enton. 


room 
house 
, with 


Leaving' city.^ 


PUBLIC Stenographed at 208 Linker 
Building., 


WANTED—By two women 3 or 4 


rooms for housekeeping within- 7 


blocks of High School. 
Address, M. 


Borrowell—My right hand itches. 


That's a sign I am going to get mon- 
ey, isn't it? 
Wigwag-i-Not 
from 


EVERMAN ASKS 


FOR LOCAL MAPS 


Congressman 
John J. Esch 
aas 


sent blue prints of the Mississippi 
and West Channel near La Cfosse to 
Dr. B. W. Everman. Soon after leav- 


HUMANE SOCIETY 


MAY SEND DELEGATE 


After the summer vacation the re- 
gular monthly meetings of the Hu- 
mane society will be resumed and the 
first meeting, will take place tomor- 
row evening in- the 
small 
council 


chamber of the city hall. President 
Clements this 
morning 
announced 
that there would probably only be 
£c !Sf,-7°!u takem up- 
There ls a 
possibility that the matter of send- 
ing a delegate to the National Con- 
gress of/tuberculosis will come up. 
Ihe convention opens at Washing- 
t£« ?f 
ex* Monday and continues .until 
the first of October. Delegates from 
all over the World will be present. 


MRS. J. B; SHUMAN 


LAID AWAY TODAY 


The funeral of Mrs. 
J. 
Brooks 


Snuman was 
held this afternoon 


from the 
residence, 
619 
Bad~w 


street at 2 o'clock and from the Nor- 
wegian Lutheran churoli, Sixth and' 
Division street, at 2:30. Rev H G" 
Maglessen conducted th.j services and 
.ntermeat took place at' the Oak 
Grove cemetery. The following acted 
as pall bearers: 
C. A. Hunt. C. C. 


Hamilton, A. B. Nichols, E. p. Glea- 


ing La Crosse to finish his trip of 
inspection of the various sites of- 
fered for the United sflates 
clam 


hatchery, 
Dr. Everman 
requested 


.maps of this territory. 


"I think that his request Jor tur- 


•ther, information concerning the La 
Crosse site," said Mr. Esch, "may'be'Tha 
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the 


exception of a leather belt 
every 


stitch of her 
clothing 
had 
been 


burned off. 


Was "Saving Some One Else." 
She seemed 
perfectly 
conscious 


and when asked why she had' chosen 
to die, she declared, "I did it to save 
some one else. ' This was all that 
could be learned. The woman begged 
her husband be kept in ignorance of 
her action, evidently not recognizing 
him about her bed: 


She was 40 years of age and 
a 


daughter of thee 
late 
John- Van 


Denser, one of the best known pio- 
neers of this county. She is survived 
by her husband and step-daughter.' 


ITALIAN STARTS TftAEf. 


. 
, . . 


son, B. C. Smith and C. .1. Felber. 
TURNERS BEGIN 


WINTER WORK 


The fall term of the turners at thu 


opens this e'veuing and will 


taken as favorable for this place. Of 
course what his decision will be.:can- 


-— 
— — —.— ... 
i-_i.w 
I.I1OJI 


Prof. Jorschke, who uxpects to 


not be learned forTo'me ttae." as he Ser^o? »£" *?""»*** »»",- 
does not return to Washington until- 
• 
- 
semi-annual en-tertatn- 


Sept. 20." 
, 


BUTCHER FINED 


FOR DUMPING 


Albert Haller, South JThird street 


butcher, this morning paid a fine of 
$1 and costs in tlfe police court for 
violating the city 
ordinances 
on 


Municipal 
cleanliness. 
Mr. 
Haller 


dumped some .refuse back of Giind's 
brewery and was arraigned in court 
oh that charge. 


FUNERAi TOMORROW- 


The. funeral, of Mrs. Miagdalene 


Hess, wife of Philip HeSs, 1333 Win- 
nebago street, who died at'7 o'clock 
Saturday evening, after a three days' 
illness of heart disease, will- be held 
at 9 a. m. Tuesday from the Holy 
Trinity church 'with 
Rev Father 


Jorres officiating. 
The interment 


•will be made in the Catholic ceme- 
tery with Fessler & Dahl in charge. 
^ The deceased was 29 years of age, 
and has been a resident of this city 
for eight-years, coming here zftter 
her marriage. She leaves a husband 
and three 
children, 
besides five 


brothers and three sisters to mourn 
her death.- 


- entertain- 
ment of .the turners that will be held 
this fall. 
The turners 
will 
give 


their first dance at the Germania hall 
next Saturday evening. 
Kreutz's or- 


chestra has been engaged. 


^MONROE, Wis., Sept. 14.—A wild 


traiQ"' on the Milwaukee road, with 
twecty passengers aboard, most of 
them women, made a mad dash from 
Broadhead toward Juda Friday noon 
and, had the engine failed to die, It 
wp,uld have crashed into a freight at 
Juda. 


An Italian laborer stepped into the 


•cab and opened the throttle. 
STATE NEWS IN BRIEF 


APPLETON.—Elijah Antone, the 


Oneida Indian charged by his wife 
with having caused the death of their 
babe, was bound over' for trial on a 
charge of manslaughter. 
. ABBOTSFORD.—Two warehouses 
of J. Allers were destroyed by firs 
starting in baled hay. The loss' is 
estimated at $20,000, insured par- 
tially. 


BRODHEAD.—In the absence of 


the train crew a gang of Italian sec- 
tion men attempted to back an en- 
gine standing on the main track out 


DAILY mARKETS 


MANY CHANGES IN 
WHOLESALE FRUITS 


LEMONS DOWN FIFTY CENTS A 


BOX: 


GRAPES AND PEARS LOWER 


Plums Sell for $1.35 per Crate and 


Concord Grapes in Ten Basket 


Lots Go at 18 Cents 


There were a large 
number 
ol 


changes in the wholesale truit mar- 
ket today,' but other prices 
were 


steady. Lemons went down to $3.50 
and $3.50. Susquehanna peaches are 
off the market and Tokay grapes are 
selling at $1.75 
per box. Kiefer 


pears are down to $1.25 and bananas 
dropped 
25 cents. 
Prunes 
and 


grapes are lower, too. 


IVHOUSSAIiB 


Fruits 


(Quoted by j. c. Burns 
Apples, new,.bu. 
. .60@75c 


Foreign Markets 


Chicago Livestock. 


CHICAGO, Sept, 14.—Cattle 31,- 


000; 
10 to^.20c lower; beeves, $5.15 


to $7.60; stockers, $2.50 to $4.40. 


Hogs, 20,000; 10 to 15c higher; 


light, $6.70 to $7.30; heavy, $6.40 
to $7.45; pigs, $4.50 to $6.30. 


Sheep, 3,500; 10 to 16c lower; na- 


tives, $2.15 to $4.20; Jambs, .$3.25 U* 
$5.65. 


New York Stonks. 


NEW YORK, Sept. 14.—There was 


mush shifting 
of position 
by the 


larger room traders during the first 
hour, some of them 
putting 
out 


large lines of short stock, while eth- 
ers took profit on long holdings, the 
supply from both sources causing a 
moderate reaction of leading issues. 
Coal 
stocks 
were 
exceptionally. 


strong, and 
industrials 
generally 


heavy. 
London bought-Union "Paci- 


fic, Reading and Steel common,' tak- 
ing about 10,000 shares in all. Gov- 
ernment bonds were unchanged; otto* 
ers firm. 


Kansas City Livestock 


KANSAS CITY, Sept. 14.—Cattle^ 


26,000; lOc lower; steers, $4.50 to 
$7.50; stockers, $2,80 to $5, 


Hogs, 5,000; 10 to 15c higher; 


bulk, $6.90 to $7.20; pigs, $5 to, 
$6.25. 


Sheep, 
15,000; ,10c lower; mut- 


tons,, $3.80 to $4.10; lambs, $4 to 
$5.40. 


Poultry, Dairy, Etc. 


NEW YORK, Sept. 14.—Poultry, 


live, fair demand. G«e£e, • 9 to lOc; 
ducke, 10 to lie; fowls, 12 il-2c; 
turkeys, 
16c; 
chickens, 
15 l-2c. 


Dressed, steady; turkeys, 18 to 8Sc; 
chickens, 12 to 22c; fowls, 10 to 15c* 
ducks, 8 to 12c. 


Butter, 23 1-2 to 3 4c. 
^ 


Eggs, 30 to 3 Ic. 
Cheese, 12 3-4 to 13 3-4c. 


Crabs, bu 
S0c<8>$1.00 


Lemons, 360 size box 
$3.50 


Lemons, 300 size box .." 
$4.50 


Cabbage, per crate 
$1.76 


Cocoan-uts, per 100 
......$4.50 


New potatoes, 'bushel 
70c 


New carrots 
50c@$1.50 


Peaches,, white freestone, box..85c 
Peaches, clingstone, box 
80c 
Tokay grapes, crate 
'.-s .'.$1.75 


Bartlett pears, per box 
$2.00 
Bartlett pears, bbl 
$4 00 


Bartlett pears, bu.- 
$1.50 


iefer's pears, bu 
$1 25 


California lemons 240 box .. . .$6.00 
Oranges, Valenclas, 150 176 - 
Oranges, 200, 216, box' 
$4.90 


Bananas, medium, .. .$1.25@$1.50 
Celery, Michigan, 10 doz case $1.50 
Plums, crate 
$1 25 


Prunes, crate 
r.."$l'25 
Sweet potatoes 
$3.'25 


Concord grapes, 10 basket lots . .ISc 
Peru grapes,'crate -. 
$125 
Tomatoes, bushel 
750 


Malaga grapes, crates 
$1.26 


Muskat grapes, crate" 
s$1.50 


Flour and Peed 


(Quoted.by tht Listman Milling Co ) 
Patent (per bbl. in sacks)... ..$5.60 
„„ _„ „„, „„„, ^..^ II1B WI_ 


Straight, (per bbl in sacks). .$5.40 Inona sluggers completely at his mer- 


Mm Feed 
cy, allowing but four scattered sin-, 
Bran, pes ton 
$22.00 ' 
" 


(Sacks, $1 per ton extra.) 


Shorts, per ton 
$23.00 


I Sacks, $1 per ton extra.) 


White middlings, per ton ..$24.00 


(SaeKb. $1 per ton extra.) 


Red Dog, per ton' 
$26.00 
.(Sacks, $1 per ton extra.] 


Chee*« 


.(Quoted by Henry Andregg.) 


full cream brick, pound... .10®l2c 
Full cream Twin, pound.... 13 ® I6c 
Pull cream, Llmburger, lb... Il@>i4c 
S.ouud Swiss ... T 
13©16o 


German hand, per oox ........»0o 
Prlmost 
9® 128 


Grain. 


(Quoted by A. Grams tc Son.) ' 


Winter wheat 
...,80@>85c 


Spring wheat 
900 


WIN FIFTH GAME; 


SHUTOUT WINONA 


In one ot the 
best~ and fastest 


games of the season, at the WInona 
League Park, {the Athletes, defeated 
the Schelhaus team by the score ot 
2 to 0. 
Wolford, who occupied the . 


box for the' Athletes was never ia 
danger at any time, having: the 


.66©70c 
.46 &SOc 
. 60@65c 
.60® 660 


of their 
a lurch 


way. 
The 


forward, 


locomotive gave, 
rammed 
some 


coaches standing close by, and pro- 
ceeded wildly down the stretch of 
track, not being brought to a stop 
until six miles from its start.The 
front end of the engine was badly 
damaged. 


BEAVER 
DAM'.—While playing 


about the house, the 
13-year-old 


daughter of Herman Zastrow of the 
town Of WestfOrd was attacked by a 
wild squirrel and bitten about the 
face and hands. 
a 


CLINTON.—Harry _ Clark, a 
ma- 


chinist from Harvard," 111., was found 
dead beside, the track, by a North- 
western freight train crew. Both legs 
were broken, and there was a se- 
vere cut on the head. 


EAU CLAIRE—A school of under- 


taking will be opened in this 'city on 
Sept. 14 which will continue for a 
period Of four weeks. Prof. Eckels 


WOMAN DENIES 


THEFT OF RING 


When arraigned 
before 
County 


Judge Brindley Saturday afternoon, 
Miss Anna Cibulka. pleaded not guilty 
to the charge of stealing a rine theiof Philadelphia will have charge of 
property of Mrs. Lemoseth of' this 
"1""1 "" """" ^~" 
" 


city. 
Her preliminary examination 


will toe held Wednesday morning. 
BINGHAM OPENS 


NEW OFFICE HERE 


- Mr. Cfeorge M. Bingham, formerly 


manager. 6f the' Miner & Co. broker- 
age office here, , has returned from 
Chicago, having completed' arrange- 
ments to represent John Dickinson & 
Co., 
members of the Chicago board 


of trade. He will have offices in the 
McMillan building, the same as he- 
fore. 


The coquette should not think 
it 


anything to Boasfof that she "Noes" 
so many men. 
v 
i: 


the school. 
Dr. Percy J6hns'on of 


Minneapolis will be among -the assist- 
ants. 
On Sept 29 the state conven- 


tion of the Wisconsin Funeral Direc- 
tors and . Embalmers association: will 
meet in session here. 


EAGLE RIVER—An Indian fight 


on- the streets of the village of Flam- 
beau, witnessed by several persons. 
none of whom dared 
to 
interfere, 


ended in the death of one of the com- 
batants. 
George Armour, a redskin, 


is in jail here charged with.the mur- 
der of John Cobe, another Indian, 
with whom he fought. 


EATI CLAIRE—As a result Of two 


rigs coming together Mrs. Paul Ru- 
dolph and her 19 year old daughter 
were thrown out of their rig to the 
brick' pavement,.and suffered, painful 
but not serious Injuries.' 
' , 


Barley 
Oats 
...,....;. 


Rye .., 
" 


Corn .......... ....... 


Livestock. 


(By Lancdon-Boyd Packing Co.) 


Hogs 
-. 
» . $5.00® $6.00 


Steers . .......' 
$2.50®$3.50 


Heifers,. 
\. .$2.00<5>$2.bO 


Cows . -., 
$1.50©$2.50 


Lambs 
$4.00@$4.50 


Sheep> 
$2.00@$3.<iO 


. c 


il4@15%c 


Poultry. 


Old chickens 
• 
7 ® 80 


Spring chickens, lb 
10 @ 12a 


Turkeys, pound ,»i.»»,., 4 iic®12c 
Ducks 
9<j 


Geese 
.....So 


' 
Provisions. 


Lard, per lb 
, 
10®10%c 


Hams . 
Shoulders 
Bacon -.- • . 
„_-,„- 


Dry Beef 
19 @ 20c 


Butter and Eggs. 


, 
(Quoted "ly Hawiey Com. Co.) 


Creamery, per pound 
25%c 


Dairy( per pound 
23c 
Eggs, fresh, doz. .; 
20c 
Eggs, .second 
160 


Hay and Wood 


(Quoted by' City Scales.) 


Hay, wild, per ton 
$8®9 


Hay, tame, per ton ... .JS.00® 10.00 
Straw, ton 
$tj.OO 


Bottom wood, cord ....$4.6006.00 
Second growth, oak ..$4.60©6.00 
Pine wood 
$5.60 


Dry wood cord 
$6.00 


Oldi oak 
$6.00 ©6.60 


KETAH 


Floor 


(Quoted by Listman Milling Co.) 


Patent, per 1-4 bbl. sack ....$1.60 
Straight, per 1-4 bbl. sack .... $1.65 


Vegetables 


gles and striking 'out ten men. 
WI- 


nona failed to get a man to second 
base until the eighth Inning and only 
one man got as far as third base dur- 
ing the game. 
, , 


The Athletes 
scored both their 


runs in the first half of the eighth 
inning. Wolford started out with a 
hit to right field and took third on 
Kircheis' line drive -to 
left 
fjeld. * 


Burke then, knocked a high fly to • 
the left field fence which the Haider- 
pulled down, but could not recover la' 
time to get Wblford at 
the plate. ,)- 


Jobnon then lined out the third sin- > 
gle during the inning, scoring Kir- 
• 
cheis with the 
second 
run ot th« 
I 


game. The inning ended wlthont-any *• 
more scoring, as the'next two men up 
flied Out. 


Wolford's pitching and Mueller'* J 


work at third base were the features. 
The score: 


SchelhauB -.: 
Athletes . . 


Batteries: 


Wolford and Johnson. 


R H B 


r. ...000000000—0 4 1 


000000020—2 9 0 


D. Kreutzer and Smith- 
r—v._*. 
' 
• 
~™j 


SISTER OF MRS. 


HERKEN IS DEAD, 


Mr. and Mrs. George Herken of, 


this -c4ty, were informed by telegraph 
of the sudden death of Mrs. John 
Herken at her home In Chicago. Mrs. 
Herken had: been 
suffering 
from 
heart trouble for. some time and al- 
though her 'death is a shock It Is not 
altogether a surprise. 
'"' 


(Quoted by A. B. Moll.) 


.60 


Herken Is well knowji In La 
rosse, having visited here on nu- 


merous occasions, the last visit be- 
:ng tils summer. . She Is a, siter of 
Mr. George Herken «f this city and 
the latter together with her husband 
have gone to Chicago to accompany 
the remains to Oshkosh: The funeral 
will be held there from 'the family 
home* and interment will ta" 
at that place. 
take plac* 


NEGRO DENIES HE 


IS A BURGLAR 


Arrested -by the La Crosse police 


for having burglar's tools in his pos- 
session, Frank Davis, a. negro,, wag 
taken before Judge Brindley Satur- 
day' afternoon 'and 
pleaded 
not 


guilty. 
' 


His hearing will be held Wednes- 


day afternoon at 2 o'clock. 


."Silence Is 
golden," quoted 
the 


Wise Guy. "Oh, I don't know," said 
the'Simple Mug. "Sometimes it is 
Merely guilt." 


White 
;.,...,_ 
Trout; pound ';......,.........150 
.160 


Selmon 
ISc 


Summer squash 
Young carrots, per bunch..3 for 5c 
Young beets., per bunch .... 3 for 5c 
Eggs, strictly fresh 
22c 


Creamery butter, per pound..... 28c 
Dairy, per pound ...'... 
25c 


Parsley, per bunch 
6c 


New cabbage, each 
5c 
Potatoes, per bushel 
75c 


Carrots, per peck 
....loo 


Wax beans, pound ............. 5c 
Beets, per peck 
15c 


Cucumbers, each .............. 2c 
Lettuce, 2 bunches for 
Be 


Green peppers, dozen ..- 
20c 
_ . 
,. 


Turnips, peck 
i50]Leiaons, per dozen 
20@40c 


Fresh tomatoes, pound 
5c|APPles, Peck 
.20@40c 


76c I Herring . 
, 
4®5c 


Halibut 
, 
I6c 


Perch 
.Co 
Fruits 
(Quoted by J. c.. Burns.) 
Bananas, per doa. 
20 @30c 


Oranges, Valencia> per doz. ,30@40e 


Fresh mushrooms 
75c 


Pineapples, each 
25c 


Egg plant, each 
lOc 


Cantaloupes . 
5@10c 
Peaches, dozen. 
20c 
.25c 
Watermelons 
Green corn, per doz 
'. .12%c 


Blackberries . 
. lOc 


Grapes, lb 
.-. 
8c 


Lima beans, peck 
35c 
Fish 
V 


(Quoted by H. M, Sieger.) 
Pickerel 
< 
80 


Pike, pound 
..15c 


Cocoanuts, each 
6 @ lOo 


Cabbage1, per .head 
5 @ lOc 


Plums, basket" 
, 2 5c, 


Peaches, dozen 
20@30c 


Pears, dozen 
. ,20@30c 


Tokay gVapes, lb. .'. 
I5c 


Tomatoes, basket 
,.. lOc 


Malaga grapes, lb; •'.. 
.15c 


Muskat grapes." lb .:. 
.15c 


Concord grapes, basket 
.25c 


Rose Peru" grapes, lb. . .... . .... ISc 
Delaware grapes, basket 
25c 


Pears, peck 
40 @ 50c 


Pears, bushel 
$1.00® 1.50.. 


THE LA CROSSE, TRIBUNE 


.MONDAY, SEPT. 14, 190* 


Stirs Up Excitement Among the Boys and Girls. Nominations are Coming in Thick and Fast. 


Do Not Delay in Sending in your Favorite's Name. 


The La Crosse Tribune will give to the Boys and GiAs< 16 years of age and under, of La Crosse 
and surrounding country FOUR COMPLETE SHETLAND PONY OUTFITS consisting of a 
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thoroughbred Shetland Pony, Harness and a Four Wheeled Rubber Tired. Buggy. 


TELEGRAM s 


PONY DELAYED—WILL BE 


SHIPPED MONDAY. 


HOW TO SECURE ONE OF THESE 


SHETLAND PONY OUTFITS 


The Tribune today announces a popular 
voting contest for the 


boys and girls of this vicinity, .which surpasses anything that has ever 
been done lor them before. It proposes to give to two. bpys or girls in the 
city, whoever may1 win, a complete Shetland Pony Outfit, consisting of a 
thoroughbred Shetland Pony, harness and rubber-tired buggy. It also pro- 
poses to give to a, boy or girl in Wisconsin outside of the city, a complete 
Shetland Pony Outfit, just like the ones in the city, and it also proposes 
to give the same kind of an outfit to the lx>y or gtil living in Minnesota 
and Iowa. 
; . 


NOMINATION BLANK 


GOOD FOR TWENTY-FIVE VOTES 


: 
Date 
... 


To Contest Manager, Tribune, La Crosse Wis.: 


I nominate 


(•Full name of candidate.) 


Address. 
. .... 
..., • . . . . . . , ;..... 


District No 
.< . . . ' . . . . . . . 


As the most popular candidate in The'Tribune Contest. . 


Address 
:. 
, 


Signed 
.. ... 
'.;.... 


Bach nomination sent in will count twenty-five votes if sent 


sent to The Tribune Contest Manager.. . The .Tribune reserves the 
right to reject any objectionable nominations.. . 


Out out this blank, send it: to The Tribune with your name, 


or the name and address of your favorite candidate. The names of 
people making nominations will not be divulged, if'so requested. 


SCHEDULE OF VOTES FOR 
NEW 


. 
The following number of votes wil be given for old and new sub- 


criptions for the Daily Tribune, for .city by carrier: 


SUBSCRIPTION. 
—VOTES— 


Five weeks 
•/. 
_. ..,. .,. .. 


Ten weeks . . 
. 


Fifteen weeks 
Six months 
.. .. , 


Nine months ....... ..'. 
; , . 3.T5 


One year .... 
....... ...„'. . 5.OO' 


Two years 
10.00 


Three years . . . . 
15.00 


Amt. 


! 
.50 


1.00 
1.5O 
2.50 


Five years 


New. 


...; 8oo 
. 1,800 
3,2OO 
7,000 


10,000 
15,000 
33,000 
60,000 


25.00 100,000 
a 


Old 
40O 
90O 


1,600 
3,500 


.:5,ooo: 
;7,500 
16,000 
30,000 
50,OOO 


Daily by Mail 


The Tribune by carrier or.mail, .outside of Ija Crpsse: 


SUBSCRIPTION. 
, 
V ' ' 
—VOTES— 


' 
. . . . . 
. 
. . . . ' . ; • • Amt. 


Three months . . . . 
•'.'. .-,.... . ........ ......,$ 
.75 


Six months 
'.'.. . . .~. . . . . 
,_:.;.-..; 
1.50 


One year-.-....................... . ............ 3.00 
Two years. 
. .;.............. , 6.00 


Three- -years . . . -. 
....- 
9.00 


Five' years 
'....,.. 
.':..•'... 
.: -15.OO 


New. 
1,600 
3,200 
8,000 
18,000 
30,000 
60,000 


Old. 
. 800 
1,600 
4,000 
0,000 


15JOOO 
:30,000 


CASH COMMISSION 
FOR NON- WINNERS 


As an extra inducement for contestants, we will give a ten per cent com- 
mission to all contestants who do not win prizes, on the new business 
that they bring into the office. This does not apply to old business such 
as collectibns, etc., but to cash payments on new, subscriptions. If -you 
have brought in $500 in new business and still don't win a prize you will 
receive $50.00 for your work, so that every contestant will get some- 
thing. This is by far the most liberal offer ever made by a La Crosse 
newspaper and will no doubt be recognized as such by the contestants in 
this Mammoth Popular Tony Pony contest. 


CONDITIONS 


READ CAREFULLY: 


Any boy or girl, 16 years of age or under, is eligible provided conditions set forth below 
are complied with: 


Candidates must reside in the .district or territory from which 
nominated. 
Candidates 


removing from this district or territory after being nominated will lose all votes received. No 
candidates will be permitted to transfer votes to another after receiving them. 


Ballots sent in for names hot properly nominated will be destroyed uncounted. 
Every candidate must be regularly nominated on a blank printed in this paper or a simi- 
lar blank furnished by the La Ct-osse Tribune. 
* « * = « • =""" 


,., Candidate liiay nominate themselves, or their friends may do it for them. Names of can- 
didates who have been nominated properly will be published every day, if possible, with the 
number of. votes such candidate lias received. If the name of the boy or girl you want to vote 
tor is not in the list nominate him or her properly when you send in your ballotts or before, 


«»,T,™ CO"n°S W*Ul ¥ Pri?*63*11 *his PaPer every day. This coupon will count for ten votes. All 
coupons will be dated and will be void unless received at The Tribune office on or before the 


*""* "** **"** 
to «*>.<*»*«»* Manager of The 


or member of employe's family will be eligible as a can- 


™ 
!S^?tions or controversies that may arise are to be settled by The Tribune oiilv 
V 


thnf ™ 
,Tn\nme reservcs the right to make any changce or additions to the above conditions 
that may be deemed necessary in the interset of the contestants. 
«™«VUB 


ditions acceptins n»minations all candidates must accept and agree to abide by the above con- 


„»* T° ?on.t.es.ta.nts+I"hP «o not win prizes cash commissions will be awarded on the new busi- 
ness ^brought .into- the office. 
A record of each contestant's new business will.be kept and at! 


the close, any boy or girl not winning a prize will be given a cash commission of ten per cent 


f'of WsS orSlSfwo?k?°lleCted ^ * ™" "«*««* contestant will get eithe/a prize 


employe of ?he 


CUT 
OUT 
THIS 


COUPON 


Fill out as directed 


and send to the Con- 
test Manager of the 
La Crosse Tribune. 


Ballots cannot be 


bought. They must be 
cut from the paper or 
secured 
with sub- 


scriptions. 


Not Good after September 19, 1908. 


IE...U CKEI 


Mammoth Voting Contest 


This Ballot will count for Ten 


For . .... 
..;...... ...... 


Dis' .'....,.:'...•...:;.'.'... . ... . 
" 
; -' ': :" • 


Address . ........ 
/ 
, 
/ 
. - 
. . . . 
. 
. . . . . . . . . . . . 


Votes 


Good for ten votes when filled out and sent to the Tri- 
buae officb;by mail or otherwise, on or before expiration 
date. 'No ballot \vill be altered in any way or transferrefl 
after received by- The Tribune, tlnless ballot is trimmed 
carefully around the black lines; it will hot be counted. 


TERRITORY DIVIDED INTO i DISTRICTS. 


The subscribers of the La Crosse Daily Tribune are to select the 


winners of these ponies and outfits. We have divided the territory into 
four districts: 


District No. 1 is that part of the city of L* Crosse known as the 


south side covered by city carrier. 


District No. 2 is that part of the city of La Crosse known a* the 


north side covered by city carrier. ••' 
" 
• 


District No. 3 consists of all territory outside of the 
city 
of La 


Crosse in Wisconsin, including nil rural routes. 


District No. 4 consists of all territory'in Minnesota and Iowa. 


HOW VOTES CAN BE SECURED 


Selection of the winners will-be made by ballot, 
AH old and new 


subscribers paying or prepaying their subscriptions to the Daily Tribune 
wiU be given votes which they can cast for the boy or girl they desire 
to have the pony outfit, according to the table of votes published in this 
announcement. Besides the votes given on subscription there wlU be a 
coupon published in each issue of the La Crosse Daily Tribune, which 
when cut out and filled 
in, 
will count 
as 
ten votes. 
Nomination 


blanks wiU count 25 votes as long as they appear in the paper. The win- 
ners of these prizes will be the boys and girls of the greatest popularity, 
most extensive acquaintance, with the best organizing and hustling abil- 
ities, send in your nomination at once. 
It costs 
absolutely nothing. 


Thousands of boys and girls spend years in saving what you can get. in 
a few weeks' time by hard and persistent work. 
The sooner you etart, 


the better your chances for success. 
•> 


BOW THE PRIZES WILL BE DISTRIBUTED 


The four complete Shetland Pony Outfit* wl I be awarded to 
the 


four contestants receiving the greatest number of votes in their respect. 
ive districts. One outfit wiU be delivered to one boy or gjrl 10 years of 
age or under in District No. 1, known as the south side, covered by city 
carrier; one to boy or girl in District No. 2, known as the north 
side 


covered by city carrier; one to boy or girl in District No. 8, which is all 
territory in Wisconsin, and one to boy or girl in District No. 4, which la 
the states of Minnesota, and Iowa. 
REMEMBER — 


The contest opened Saturday, Sept. 12, and will 


; close Saturday, November 7th. There will be four boys 
and girls the proud possessor, of these prizes. Commence 
now to collect coupons and get subscriptions.. An ear- 
ly start means much. Ask all your friends and their 
friends to help you. • ' 


FOR FURTHER INFORMATION TELEPHONE, CALL ON OR 


HOW TO WIN: 


YOU MUST SECURE THE 
HIGHEST NUMBER OF 
VOTES IN YOUR RE- 
SPECTIVE DISTRICT. 


WRITE CONTESTMANAGER, THE TRIBUNE, LA CROSSE, WIS. rSs 323 


